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SECTION  1 
SCOPE 


1 . 1  Identification 


r 


^  This  specification  establishes  the  !*s  built'  design  of  the 
Monitor  Application  Program  component  of  the  Network  Transaction 
Manager  Subsystem.1^ 

TTBictional  Summary 


T72~ 

The  Network  Transaction  Manager  (NTM)  Subsystem  provides 
the  control  and  support  services  to  appication  processes  that 
are  grouped  together  logically  in  clusters  called  Application 
Process  Cluster  (APCs) .  These  application  processes  communicate 
with  one  another  by  sending  messages  via  the  NTM.  The  NTM 
delivers  these  messages  to  the  destination  application  processes 
while  also  providing  other  services  for  the  APs  such  as  message 
pairing,  AP  initiation,  and  message  queuing. 
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SECTION  2 
DOCUMENTS 


2 . 1  Reference  Documents 


The  following  pertinent  reference  materials  are  available 
at  the  ICAM  Program  Office. 

1 .  Interim  Reports 

2.  Life  Cycle  Documents 

(a)  ITR620150002U  Project  Scope 

(b)  PMP62 0150000  Master  Plan  and  Schedule 

(c)  SAD620150000  State-of-the-art  Review 

(d)  SRD620140000  System  Requirements  Document 

(e)  SDS620140000  System  Design  Specifications 

(f)  DS6201420000  Development  Specification  - 
Network  Transaction  Manager  Subsystem  ~ 

The  following  reference  materials  are  available  from 
Digital  Equipment  Corporation. 


(a) 

VAX/VMS  I/O  User's  Guide  (Volume  1) , 
No.  AA-M540B-TE 

Order 

(b) 

VAX/VMS  I/O  User's  Guide  (Volume  2), 
No.  AA-M541B-TE 

Order 

(c) 

VAX  COBOL  Language  Reference  Manual, 
No.  AA-H631C-TE 

Order 

(d) 

VAX-11  FORTRAN  Lanquage  Reference  Manual, 
Order  No.  AA-D034C-TE 

Other  reference  materials  are  as  follows. 

(a)  International  Organization  for 
Standardization,  Open  Systems 
Interconnection,  Information  Processing 
Systems  -  Basic  Reference  Model,  TC  97/16  N 
719 

(b)  International  Organization  for 
Standardization,  Open  Systems 
Interconnection,  Draft,  Connection-Oriented 
Transport  Service  Definition  TC  97/16  N  860 
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(c)  International  Organization  for 
Standardization,  Open  Systems 
Interconnection,  Draft,  Connection-Oriented 
Transport  Protocol  Specification  Version  1.2, 
TC  97/16  N  861 

(d)  International  Organization  for 
Standardization,  Open  Systems 
Interconnection,  Draft,  Connection-Oriented 
Session  Protocol  Definition  TC  97/16  N  856 

(e)  National  Bureau  of  Standards,  Specification 
of  the  Transport  Protocol ,  Volume  2:  Basic 
Class  Protocol,  Draft  Report,  September  1981, 
Report  No.  ICST/HLNP-81-12 

(f)  National  Bureau  of  Standards,  Specification 
of  the  Transport  Protocol ,  Volume  3 : 

Extended  Class  Protocol,  Draft  Report , 
September  1981,  Report  No.  ICST/HLNP-81-13 

(g)  National  Bureau  of  Standards,  Specification 
of  the  Transport  Protocol ,  Volume  4 ;  Network 
Interfaces,  Dra?t  Report ,  September  1981, 
Report  No.  ICST/HLNP-81-14 

2.2  Terms  and  Abbreviations 


1.  Interhost  Communication  Primitives  (IHC*s)  -  A  set  of 
routines  used  by  the  NTM  to  interface  to  the  operating 
system  or  to  other  operating  systems  which  have  an  NTM 
running.  They  are  always  system  dependent. 

2.  Interprocess  Communication  Primitives  (IPC's)  -  A  set 
of  routines  used  to  communicate  between  two  processes 
on  the  same  computer.  They  are  always  system 
dependent . 
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SECTION  3 
REQUIREMENTS 


3.1  Structural  Descriptions 

The  Monitor  application  process  (Monitor  AP)  is  the  NTM 
component  which  provides  a  central  control  point  for  the  IISS 
environment  on  an  IISS  host  node.  Monitor  AP's  responsibilities 
include  coordinating  IISS  start-up  and  shutdown,  monitoring  IISS 
operating  activity,  and  providing  an  interface  to  the  IISS 
operator. 

3.2  Functional  Flow  Description 

When  the  IISS  is  initiated  on  a  host,  the  Monitor  AP  is  the 
first  NTM  component  to  start.  It  is  under  the  control  of  the 
Monitor  AP  that  all  Application  Process  Clusters  (APCs)  and  all 
IISS  network  communications  are  initiated.  When  the  IISS 
operator,  logged  on  to  the  command  level  of  the  host  operating 
system,  invokes  the  command  file,  the  Monitor  AP  is  loaded  and 
executed.  Monitor  AP  begins  execution  by  initializin  its  local 
variables  and  creating  and  initializing  the  host  global  NTM 
tables.  It  then  spawns  its  own  APC  and  establishes 
communications  with  it  via  a  message  exchange  protocol.  With 
the  Monitor  APC  active,  the  Monitor  AP  begins  requesting  the 
initiation  of  local  APCs.  The  Monitor  APC  MPU  interprets  these 
commands  and  spawns  the  requested  MPUs.  Once  all  the  local  APCs 
have  been  started,  network  communications  is  initiated.  The 
Monitor  AP  determines  which  remote  hosts  are  available  in  the 
IISS  environment  and  attempts  to  establish  communications  to 
each.  Monitor  AP  accomplishes  this  by  first  requesting  that  the 
COMM  APC  MPU  initiate  the  appropriate  COMM  AP,  and  by  then 
forwarding  a  "Start  Link"  message  to  the  COMM  AP. 

When  start-up  is  complete,  the  Monitor  AP  updates  the 
system  tables  and  sends  a  "Host  Active”  message  to  all  local 
MPUs  indicating  that  normal  IISS  processing  may  now  begin. 

It  should  be  pointed  out  that  start-up  on  "remote"  (i.e. 
non-VAX)  nodes  differs  slightly  from  the  above  description 
(which  occurs  on  the  "central"  (VAX)  node) .  After  initiating 
the  Monitor  APC,  as  above,  the  remote  node  must  establish  a 
communication  link  to  the  central  node  before  continuing  with 
start-up.  Monitor  AP  initiates  the  COMM  APC  and  the  appropriate 
comm  link  and  then  waits  for  a  response  from  the  central  node 
Monitor  AP  indicating  that  it  is  active.  Once  this  link  has 
been  established,  start-up  continues  as  above. 

With  the  IISS  started  and  in  a  stable  state,  Monitor  AP 
assumes  the  role  of  system  monitor:  handling  system  error 
messages,  processing  operator  commands,  and  in  general, 
maintaining  the  operability  of  the  IISS  environment.  Monitor 
accepts  error  and  status  messages  from  system  components  to  be 
displayed  on  the  operator's  console.  The  following  operator 
commands  are  supported  by  the  Monitor  AP: 
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1.  Shutdown  IISS 

2.  Shutdown  an  APC 

3.  Start  an  APC 

4.  Shutdown  a  Comm  Link 

5.  Start  a  Comm  Link 

6.  Cancel  an  IISS  shutdown 

7.  Display  System  Status 

8.  Display  Active  APs 

Upon  receiving  the  Shutdown  IISS  command.  Monitor  begins 
coordinating  the  orderly  shutdown  of  the  IISS.  Prior  to 
actually  beginning  shutdown  processing,  the  Monitor  AP  notifies 
IISS  users  that  a  system  shutdown  is  pending.  When  shutdown 
begins,  the  non-component  APCs  are  told  to  shutdown.  Network 
communications  is  then  terminated  followed  by  the  shutdown  ot 
the  component  APCs.  When  all  other  NTM  components  are  shutdown, 
the  Monitor  AP  requests  the  shutdown  of  its  own  MPU  and  then 
ends  its  own  execution. 

3 . 3  Interfaces 


The  Network  Transaction  Manager  maintains  communications 
with  any  other  process  through  mailboxes.  The  mailboxes  are 
managed  by  the  Interprocess  Communication  Primitives  (IPC's) . 

Communications  with  the  remote  computer  is  accomplished 
through  the  Communication  sub-system  process  which  will  be 
running  when  there  are  other  hosts  to  communicate  with. 

3 . 4  Program  Interrupts 

As  mentioned  previously,  NTM  is  interrupt  driven  with 
interrupts  coming  either  from  the  IPC's  on  behalf  of  any  other 
process  which  may  be  another  MPU  or  any  other  AP.  Waiting  for 
these  interrupts  is  performed  by  one  of  the  IPC  wait  primitives. 
If  a  response  must  be  received  within  a  particular  time 
interval,  the  IPC's  associated  with  timing  are  used  along  with 
one  of  the  wait's. 

3 . 5  Timing  And  Sequence  Description 

The  NTM  does  not  depend  on  any  particular  timing  sequences. 

3 . 6  Special  Control  Features 

The  Newtork  Transaction  Manager  Subsystem  does  not  include 
any  special  control  features  as  defined  in  the  ICAM 
Documentation  Standards  manual. 

3.7  Storage  Allocation 
3.7.1  Data  Base  Definition 


3.7. 1,1  File  Description 

The  Monitor  AP  uses  no  external  files. 
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3. 7. 1.2  Table  Description 

3. 7. 1.3  Item  and  Constant  Description 
3.7.2  CPC  Relationship 

3.8  Object  Code  Creation 

The  generic  portion  of  NTM  is  written  in  COBOL  and  'C'. 

This  has  been  successfully  compiled  on  a  VAX  11/780  under  VMS, 
an  IBM  3084  under  MVS,  and  a  Honeywell  Level  6  under  Mod  400. 

The  minimum  computer  hardware  and  software  required  to 
create  and  run  NTM  in  the  IISS  environment  is  documented  in  the 
Installation  Guide  for  IISS  on  the  VAX  and  in  the  Installation 
Guide  for  IISS  on  the  IBM. 

3 . 9  Adaption  Data 

The  command  procedures  to  the  create  Monitor  executable  are 
specific  to  each  computer  and  can  be  found  under  Software 
Conf iguration  Management . 

3. 10  Detail  Design  Description 

The  upcoming  program  details  were  derived  from  all  modules 
that  were  selected  when  the  following  Documentation  Group (s)  was 
chosen: 

NTMMON 

3.10,1  Main  Program  List 

The  following  is  a  list  of  all  "Main  Programs"  which  are 
modules  that  are  not  called  by  any  other  module  being  documented 
here.  These  modules  are  either  program  entry  points  or,  if  they 
are  hooked  into  another  set  of  programs  via  subroutine  calls, 
they  are  the  points  the  external  programs  can  call  and  therefore 
enter  through.  To  differentiate  between  the  two  types  of  entry 
points,  look  at  the  individual  Module  Documentation  (section 
3.10.8)  and  look  at  Module  Type  for  each  of  the  Main  Program 
modules  listed.  Note  whether  the  routine  is  a  Program, 
Subroutine,  or  Function.  If  it  is  a  Program,  it  is  truly  a  main 
program  entry  point.  If  not,  then  it  is  merely  called  by  other 
programs  not  being  documented  here. 
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Module 

AUTINI 

GRDINI 

GTINST 

LOGTSK 

MONITR 

MTRGEN 

RQSTLK 
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NTM/MONITOR  Main  Prograss  List 
Name  Purpose 

INITIALIZE  THE  AUTHORITY  TABLE. 

INITIALIZE  THE  GUARANTEED  DELIVERY  TABLE. 

PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE- 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 

PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 
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3.10.2  Module  List 

The  following  is  a  list  of  all  the  nodules  being  documented 
here  along  with  their  purpose.  Each  nodule  has  a  unique  name, 
no  natter  what  language  it  was  written  in. 
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Module 

AC3DSR 

APCINI 

APCSTF 

APCSTS 

AUTINI 

BLDTBL 

CATINI 

CGSHST 

CNLCON 

DADONE 

DIRINI 

DSPACT 

DSPERR 

DSTATS 

GETCHL 

GETCON 

GETDST 
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KTH/KOKITOR  Module  List 
Sase  Purpose 


HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN . 


INITIALIZE  THE  AP  CLUSTER  STATUS  TABLE. 

HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT'S  START  UP. 

APC  START  UP  SUCCESSFUL  PROCESSING. 

INITIALIZE  THE  AUt  HORITY  TABLE. 

POPULATE  THE  NTM  GLOBAL  TABLES. 

INITIALIZE  THE  MESSAGE  CATEGORY  TABLE. 

CREATE  AND  HAP  MONITOR  GLOBAL  TABLES. 

CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 

COMPLETE  DISPLAY  ACTIVE  AP‘S  PROCESSING. 

INITIALIZE  THE  DIRECTORY  TABLE. 

SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN 
APC. 

DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 

DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

GET  THE  THE  CHANNEL  ID  FOR  A  MESSAGE  TO  BE 
SENT. 

GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 

DETERMINE  DEST  OF  THE  ORIG  MSG  WHOSE 
RESPONSE  HAS  TIMED  OUT. 
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Module  Hase 


Purpose 


GETTRK 

GRDINI 

GTINST 

HEXSTS 

HOSDSR 

HSTINI 

INICON 

IMITAC 

XNITAE 

INTMTR 

LFSDSR 

LKTOCN 

LOGINI 

LOGTBL 

LOGTSK 

LSDONE 

LSTINI 

MESGAA 


SET  THE  TERMINAL  ID  OF  THE  IISS  SYSTEM 
CONSOLE. 

INITIALIZE  THE  GUARANTEED  DELIVERY  TABLE. 

PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

CONVERT  INTEGER  VAX  STATUS  TO  HEXI DECIMAL. 

PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

INITIALIZE  THE  HOST  STATUS  TABLE. 

INITIALIZE  THE  CONSOLE  TERMINAL  INTERFACE. 

INITIATE  AN  APC. 

INITIALIZE  ASYCHRONOUS  EVENTS. 

INITIALIZE  THE  MONITOR  WORKSTATION. 

HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN. 

ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

INITIALIZE  THE  LOGON  TABLE. 

TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON 
TABLE. 

LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 

PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

INITIALIZE  THE  LINK  STATUS  TABLE. 

HANDLE  ACTIVE  AP  LIST  MESSAGES. 
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Module 

MESGAI 

MESGAM 

MESGCE 

MESGCR 

MESGCT 

MESGHA 

MESGHT 

MESGLA 

MESGLF 

MESGLO 

MESGLV 

MESGMQ 

MESGMT 

MESGNL 

MESGNP 

MESGOF 

MESGPE 

MESGRE 
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NTM/MONITOR  Module  List 
Marne  Purpose 

PROCESS  AP  INTERFACE  ERROR  MESSAGES. 

HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT'S 
CHILD  AP  MESSAGE. 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 

HANDLE  CHANGE  ROLE  MESSAGES. 

HANDLE  APC  TERMINATED  MESSAGES. 

PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 
FROM  REMOTE  MONITOR  AP 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  LOGON  MESSAGES. 

,  HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 

HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 
EXPIRED  MESSAGE. 

HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN 
MESSAGE. 

PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 
HANDLE  LOGOFF  MESSAGES. 

HANDLE  MPTT  PROCESSING  ERROR  MESSAGE  FROM 
AN  APC. 

HANDLE  A  RECOVERABLE  ERROR  MESSAGE  FROM  AN 
MPU. 
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Module 

MESGRU 

MESGSE 

MESGSH 

MESGTE 

MESGUA 

MESGUH 

MESGUT 

MESGXU 

MONITR 

MTRGEN 

MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

PRSLKR 
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NTM/MONITOR  Module  List 
Name  Purpose 


HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM 
AN  MPU. 

DISPLAY  SIGERR  MESSAGES  AT  OP  CONSOLE. 

HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

PROCESS  APC  TABLE  UPDATE  MESSAGES. 

PROCESS  HOST  STATUS  TABLE  UPDATE  MESSAGES. 

HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM 
AN  APC. 

HANDLE  GETUSR  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS . 

PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

HANDLE  A  TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 
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Module 

RCVCON 

READCN 

RQACSD 

RQRHSD 

RQSTLK 

SCDONE 

SDALCP 

SDALNC 

SDALRH 

SDCNCL 

SDLINK 

SDMNTR 

SDNAPC 

SDRHNC 

SDSTAT 

SENDMG 

SHTDWN 

SLDONE 


NTM/MONITOR  Module  List 
Name  Purpose 

RECEIVE  FROM  A  TERMINAL. 

INITIALIZE  A  CONSOLE  READ. 

REQUEST  THE  SHUTDOWN  OF  AN  APC. 

REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 

DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 

REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT 
APC'S  ON  THE  HOST. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS 
ON  THE  SYSTEM. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 

CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 

REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APC'S. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 

FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 
COMPONENT. 

MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
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Module  Name 

SNACUP 

SNDCON 

SNHOAC 

SNHOAV 

SNHOSD 

STCPLT 

STLINK 

STLNKF 

STLNKS 

STLOAC 

STNTCM 

STRTAC 

STRTUP 

TELUSR 

TESDSR 

TMTLSD 
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NTM/MONITOR  Module  List 
Purpose 


SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE 
HOSTS. 

SEND  TO  A  TERMINAL. 

SEND  A  'HOST  ACTIVE*  MESSAGE  TO  A  LOCAL 
APC'S  MPU. 

SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 
REMOTE  HOST'S  MONITOR  AP. 

SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION 
MESSAGE  TO  A  LOCAL  MPU. 

COMPLETE  IISS  START-UP  PROCESSING. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

START  COMM  LINK  FAILED  PROCESSING. 

START  LINK  SUCCESSFUL  PROCESSING. 

PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP. 

START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

HANDLE  IISS  START  UP  PROCESSING. 

NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME -TIL-SHUTDOWN  MINUTES 

HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

PROCESS  THE  OPERATOR'S  TIME  UNTIL  SHUTDOWN 
RESPONSE. 
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Module 

TRNTCM 

WTHOAV 

WTMESG 

XDACMD 

XLGCMD 

XLSCMD 

XOPCMD 

XSCCMD 

XSDCMD 

XSLCMD 

XSTCMD 


NTM/MONITOR  Module  List 
Name  Purpose 

SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 

PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 

HANDLE  THE  DISPLAY  ACTIVE  AP*S  COMMAND. 

EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 

SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 

EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 
EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 
START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
START  AN  APC  PER  OPERATOR  COMMAND. 
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3.10.3  External  Routines  List 

The  following  is  a  list  of  all  routines  or  functions  not 
documented  here  that  are  called  by  modules  that  are  documented 
here.  The  first  caller,  in  alphabetical  order,  is  listed  as 
well.  The  specification  in  which  any  module  is  documented  may 
be  found  in  the  Module  Documentation  Index  (Document  Number 
CM  620100001).  See  section  3.10.6  for  a  list  of  the  modules 
that  call  each  of  these  external  routines. 
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NTM/MONITOR  External  Routines  List 


Module  Name 

First  User 

ASCTIM 

LOGTBL 

CNLTIM 

PRCTSR 

CRTMBX 

INTMTR 

CRTPRC 

INTMTR 

DELMBX 

SDMNTR 

ENDRUN 

MONITR 

ERRPRO 

CNLCON 

FREVTF 

GETCON 

GETMSG 

SDMNTR 

ITMADR 

CGSHST 

LIB$GET  EF 

RCVCON 

MBXLOG  “ 

LOGTBL 

RCVMSG 

SDMNTR 

RELEVB 

MONITR 

SETTIM 

PRCTSR 

SNDMSG 

SENDMG 

SYS$ASSIGN 

INICON 

SYS$CANCEL 

CNLCON 

SYS$CRMPSC 

CGSHST 

SYS$QIO 

RCVCON 

SYS$QIOW 

SNDCON 

SYS$TRNLOG 

GETTRM 

WAIT01 

GTINST 

WAIT02 

WTHOAV 

WAIT03 

MTRSYS 
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3.10.4  Include  File  List 

The  following  is  a  list  of  all  include  files  called  in 
by  modules  being  documented  here.  Each  include  file  has  a 
unique  name  regardless  of  the  language  being  used.  The  purpose 
of  each  include  file  is  listed  as  well.  A  more  complete 
description  of  each  include  file  is  given  in  section  3.10.9. 

The  purpose  listed  is  the  one  that  is  in  the  source  code  of  the 
include  file. 

A  purpose  of  '•****  PURPOSE  NOT  FOUND  BY  STRIPPER  ****•• 
indicates  that  a  purpose  statement  was  not  written  into  the 
include  file  itself.  The  most  common  reason  for  this  is  that 
the  include  file  comes  from  system  libraries  that  were  not 
developed  by  the  project,  such  as  '  c'  libraries  that  are 
provided  with  the  •C'  compiler. 

See  section  3.10.6  for  a  set  of  lists  which  show  all 
the  modules  which  call  in  each  of  these  include  files. 
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File  Name 


BASYSG 

CHKAPC 

CHKMSG 

CHKSTS 

CONEVB 

DSTNAM 

ERRPRO 

ERRSTS 

EVBLKS 

FILERR 

FMTHDR 

HSTGLD 

HSTGLE 

HSTLNK 

INTHST 

IPCARG 

LOGDAT 

LOGNAM 

LOGSEL 

MONLOG 

MTRCMN 

MTRERR 

MTRMBF 

RETSTR 

SNDARG 

SYSERR 

TBLAPC 

TBLAUT 

TBLCAT 

TBLDIR 

TBLGD 

TBLHST 

TBLLOG 

TBLLST 
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NTM/MONITOR  Include  File  List 

Purpose 


****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

CHKSTS. INC  —  CHECK  STATUS 
CHKMSG-  INCLUDE  FILE 
CHKSTS. INC  —  CHECK  STATUS 

CONEVB. INC  —  CONSOLE  EVENT  BLOCK  DESCRIPTION 

WRITTEN  1/28/84 

PROCESS  ERROR  INCLUDE  FILE 

ERRSTS. INC  —  IISS  ERROR  CODES 

EVBLKS  -  INCLUDE  FILE 

THE  NTM  QUEUE  ERROR  FILE. 

FMTHDR  -  INCLUDE  FILE 

THIS  IS  THE  APC  STATUS  TABLE ....  A  HOST  GLOBAL 
TABLE. 

INITIATION  CODE  FOR  HOST  GLOBAL  SECTIONS 
HSTLNK-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

IPCARGS  -  INCLUDE  FILE 

************************************************** 
************************************************** 
STRUCTURE  FOR  SELECTIVE  LOGGING  INFORMATION..  KEPT 
IN  GLOBAL. 

************************************************** 
****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

THE  APIS  COMMON  LOCAL  DATA  FOR  ERROR-RETURNS. 

SNDARG  -  INCLUDE  FILE 

SYSTEM  ERROR  CODE  DEFINITIONS. 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

THE  DIRECTORY  TABLE  IS  A  HOST  GLOBAL  TABLE. 

THE  GUARANTEED  DELIVERY  TABLE  IN  AN  APC  GLOBAL 
TABLE. 

HSTLNK-  INCLUDE  FILE 
MTRCMN  -  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
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3.10.5  Where  Include  File  Used  List 

The  following  lists  each  include  file  from  3.10.4  and 
all  the  modules  documented  in  this  specification  which  include 
them.  The  purpose  of  each  module  is  listed  as  well. 
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NTH/MONITOR  Where- include-file-used  List 

Include  Module  Module 

File  Name  Purpose 


BASYSG 

MTRGEN  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 


CHKAPC 

APCS'TS  APC  START  DP  SUCCESSFUL  PROCESSING. 
MESGCT  HANDLE  APC  TERMINATED  MESSAGES. 

SDALNC  REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS 
ON  THE  SYSTEM. 

SDNAPC  SHUTDOWN  All  APC  PER  OPERATOR  REQUEST. 
STCPLT  COMPLETE  IISS  START-UP  PROCESSING. 

STLOAC  PROCEDURE  TO  START  ALL  LOCAL  APC‘S  AT 
START  UP. 


CHKMSG 

ACSDSR  HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

APCSTF  HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT  *  s  START  UP. 

DADONE  COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 

DSPERR  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 

HOSDSR  PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

LFSDSR  HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN. 

LSDONE  PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

MESGAI  PROCESS  AP  INTERFACE  ERROR  MESSAGES. 

MESGAM  HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT’S 
CHILD  AP  MESSAGE. 

MESGCE  PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 

MESGCR  HANDLE  CHANGE  ROLE  MESSAGES. 

MESGCT  HANDLE  APC  TERMINATED  MESSAGES. 
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NT'S /MONITOR  Where- xnclude-file-used  List 

Include  Module  Module 

File  Name  Purpose 


KESGHA  PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 
FROM  REMOTE  MONITOR  AP 

MESGHT  HANDLE  HOST  TERMINATED  MESSAGES. 

MESGIA  PROCESS  A  LINK  ACTIVE  MESSAGE. 

MESGLF  HANDLE  A  LINK  FAILED  MESSAGE. 

MESGLO  HANDLE  LOGON  MESSAGES. 

MESGLV  HANDLE  APC  ALIVE  MESSAGE. 

MESGMQ  HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 

MESGHT  HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 
EXPIRED  MESSAGE. 

HESGNL  HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN 
MESSAGE. 

MESGNP  PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 

MESGOF  HANDLE  LOGOFF  MESSAGES. 

MESGPE  HANDLE  MPU  PROCESSING  ERROR  MESSAGE  FROM 

AN  APC. 

MESGRE  HANDLE  A  RECOVERABLE  ERROR  MESSAGE  FROM  AN 
MPU. 

MESGRU  HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM 
AN  MPU. 

MESGSE  DISPLAY  SIGERR  MESSAGES  AT  OP  CONSOLE. 

MESGTE  PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

HESGUA  PROCESS  APC  TABLE  UPDATE  MESSAGES. 

MESGUH  PROCESS  HOST  STATUS  TABLE  UPDATE  MESSAGES. 

MESGUT  HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM 
AN  APC. 

MESGXU  HANDLE  GETUSR  MESSAGES. 

MTRSYS  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 

IT  IS  ACTIVE. 

PRCMSG  PROCESS  MESSAGE. 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

PRSLKR  PROCESS  START  LINK  STATUS  RETURN  MESSAGES 

AT  IISS  START  UP. 

SCDONE  COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 

MONITOR  APC. 

SDSTAT  PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 
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NTH/MONITOR  Where-inciude-file-used  List 

Include  Module  Module 

File  Name  Purpose 


SLDONE  PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
TESDSR  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

WTHESG  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 


CHKSTS 

ACSDSR  HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

APCSTF  HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT’S  START  UP. 

APCSTS  APC  START  UP  SUCCESSFUL  PROCESSING. 

BLDTBL  POPULATE  THE  NTM  GLOBAL  TABLES. 

CNLCON  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 

DADONE  COMPLETE  DISPLAY  ACTIVE  AP’S  PROCESSING. 

DSPACT  SEND  A  DISPLAY  ACTIVE  AP’S  MESSAGE  TO  AN 
APC. 

DSPERR  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 

DSTATS  DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

GETCON  GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 

GTINST  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

HOSDSR  PROCESSES  HOST  TERMINATING  MESSAGES  DURING 

SHUTDOWN. 

INITAC  INITIATE  AN  APC. 

INITAE  INITIALIZE  ASYCHRONOUS  EVENTS. 

INTMTR  INITIALIZE  THE  MONITOR  WORKSTATION. 

LFSDSR  HANDLE  LINK  FAILED  STATUS  RETURN  AT 

SHUTDOWN. 

LKTOCN  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

LSDONE  PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

MESGAA  HANDLE  ACTIVE  AP  LIST  MESSAGES. 
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NTM/MONITOR  Where 

Include  Module 
File  Name 


MESGCE 

MESGCR 

MESGCT 

MESGHA 

MESGHT 

MESGLA 

MESGLF 

MESGLO 

MESGLV 

MESGOF 

MESGSH 

MESGXU 

MONITR 

MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

PRSLKR 

RCVCON 

READCN 

RQACSD 

RQRHSD 

RQSTLK 

SCDONE 

SDALCP 

SDALNC 

SDALRH 

SDCNCL 


include- file-used  List 

Module 

Purpose 


PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  CHANGE  ROLE  MESSAGES. 

HANDLE  APC  TERMINATED  MESSAGES. 

PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 

FROM  REMOTE  MONITOR  AP 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  LOGON  MESSAGES. 

HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  LOGOFF  MESSAGES. 

HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

HANDLE  GETUSR  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS . 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP • 

HANDLE  A* TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
.’ART  UP. 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 

RECEIVE  FROM  A  TERMINAL. 

INITIALIZE  A  CONSOLE  READ. 

REQUEST  THE  SHUTDOWN  OF  AN  APC. 

REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 
DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT 
APC 1 S  ON  THE  HOST. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS 
ON  THE  SYSTEM. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 
CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 
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NTM/MONITOR  Where- 

Include  Module 
File  Name 


SDLINK 

SDMNTR 

SDNAPC 

SDRHNC 

SDSTAT 

SENDMG 

SHTDWN 

SLDONE 

SNACUP 

SNHOAC 

SNHOAV 

SNHOSD 

STCPLT 

STLINK 

STLNKF 

STLNKS 

STLOAC 

STNTCM 

STRTAC 

STRTUP 

TELUSR 

TESDSR 

TMTLSD 

TRNTCM 

WTHOAV 

WTMESG 


PS  620342100 
30  September  1990 


include-file-used  List 

Module 

Purpose 


START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 
REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APC'S. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 
FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 
COMPONENT. 

MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE 
HOSTS 

SEND  A  'HOST  ACTIVE'  MESSAGE  TO  A  LOCAL 
APC'S  MPU. 

SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 
REMOTE  HOST'S  MONITOR  AP. 

SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION 
MESSAGE  TO  A  LOCAL  MPU. 

COMPLETE  IISS  START-UP  PROCESSING. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
START  COMM  LINK  FAILED  PROCESSING. 

START  LINK  SUCCESSFUL  PROCESSING. 

PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP. 

START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP . 

PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

HANDLE  IISS  START  UP  PROCESSING. 

NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME-TIL-SHUTDOWN  MINUTES 
HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

PROCESS  THE  OPERATOR'S  TIME  UNTIL  SHUTDOWN 
RESPONSE. 

SHUT  DOWN  LOCAL  NETWORK  COMMUNIC7.TIONS . 
PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 
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XDACMD  HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 
XL6CMD  EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 
XLSCMD  SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 
XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

XSCCMD  SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 
XSDCMD  EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 
XSLCMD  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
XSTCMD  START  AN  APC  PER  OPERATOR  COMMAND. 


CONEVB 

CNLCON  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 

GETCON  GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 
INICON  INITIALIZE  THE  CONSOLE  TERMINAL  INTERFACE. 

RCVCON  RECEIVE  FROM  A  TERMINAL. 

SNDCON  SEND  TO  A  TERMINAL. 


DSTNAM 

GETCHL  GET  THE  THE  CHANNEL  ID  FOR  A  MESSAGE  TO  BE 
SENT. 

GETDST  DETERMINE  DEST  OF  THE  ORIG  MSG  WHOSE 
RESPONSE  HAS  TIMED  OUT. 


ERRPRO 

CNLCON  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 

DSPERR  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 

GETCON  GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 
LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 
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MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 

RCVCON  RECEIVE  FROM  A  TERMINAL. 


ERRSTS 

CNLCON  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 

GETCON  GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 
INICON  INITIALIZE  THE  CONSOLE  TERMINAL  INTERFACE. 

RCVCON  RECEIVE  FROM  A  TERMINAL. 

SNDCON  SEND  TO  A  TERMINAL. 


EVBLKS 

ACSDSR 

APCSTF 

APCSTS 

BLDTBL 

DADONE 

DSPACT 

DSPERR 

DSTATS 

GTINST 

HOSDSR 

INITAC 

INITAE 

INTMTR 

LFSDSR 


HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT'S  START  UP. 

APC  START  UP  SUCCESSFUL  PROCESSING. 
POPULATE  THE  NTM  GLOBAL  TABLES. 

COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 
SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN 
APC. 

DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 

DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

INITIATE  AN  APC. 

INITIALIZE  ASYCHRONOUS  EVENTS. 

INITIALIZE  THE  MONITOR  WORKSTATION. 

HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN. 
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LKTOCN 

LSDONE 

MESGAA 

MESGAI 

MESGAM 

MESGCE 

MESGCR 

MESGCT 

MESGHA 

MESGHT 

MESGLA 

MESGLF 

MESGLO 

MESGLV 

MESGMQ 

MESGMT 

MESGNL 

MESGNP 

MESGOF 

MESGPE 

MESGRE 

MESGRU 

MESGSE 

MESGSH 

MESGTE 

MESGUT 

MESGXU 

MONITR 
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Module 

Purpose 


ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

HANDLE  ACTIVE  AP  LIST  MESSAGES. 

PROCESS  AP  INTERFACE  ERROR  MESSAGES. 

HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT'S 
CHILD  AP  MESSAGE. 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  CHANGE  ROLE  MESSAGES. 

HANDLE  APC  TERMINATED  MESSAGES. 

PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 

FROM  REMOTE  MONITOR  AP 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  LOGON  MESSAGES. 

HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 
HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 
EXPIRED  MESSAGE. 

HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN 
MESSAGE. 

PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 
HANDLE  LOGOFF  MESSAGES. 

HANDLE  MPU  PROCESSING  ERROR  MESSAGE  FROM 
AN  APC. 

HANDLE  A  RECOVERABLE  ERROR  MESSAGE  FROM  AN 
MPU. 

HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM 
AN  MPU. 

DISPLAY  SIGERR  MESSAGES  AT  OP  CONSOLE. 
HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM 
AN  APC. 

HANDLE  GETUSR  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS . 
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MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

PRSLKR 

READCN 

RQACSD 

RQRHSD 

RQSTLK 

SCDONE 

SDALCP 

SDALNC 

SDALRH 

SDCNCL 

SDLINK 

SDMNTR 

SDNAPC 

SDRHNC 

SDSTAT 

SENDMG 

SHTDWN 

SLDONE 

SNACUP 

SNHOAC 
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CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP • 

HANDLE  A* TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  Up. 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 

INITIALIZE  A  CONSOLE  READ. 

REQUEST  THE  SHUTDOWN  OF  AN  APC. 

REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 
DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT 
APC'S  ON  THE  HOST. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS 
ON  THE  SYSTEM. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 
CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 
REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APC'S. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 
FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 
COMPONENT. 

MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE 
HOSTS . 

SEND  A  'HOST  ACTIVE'  MESSAGE  TO  A  LOCAL 
APC'S  MPU. 
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SNHOAV  SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 
REMOTE  HOST'S  MONITOR  AP. 

SNHOSD  SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION 
MESSAGE  TO  A  LOCAL  MPU. 

STCPLT  COMPLETE  IISS  START-UP  PROCESSING. 

STLINK  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

STLNKF  START  COMM  LINK  FAILED  PROCESSING. 

STLNKS  START  LINK  SUCCESSFUL  PROCESSING. 

STLOAC  PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP • 

STNTCM  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

STRTAC  PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

STRTUP  HANDLE  IISS  START  UP  PROCESSING. 

TELUSR  NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME-TIL-SHUTDOWN  MINUTES 

TESDSR  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING* 

TMTLSD  PROCESS  THE  OPERATOR'S  TIME  UNTIL  SHUTDOWN 
RESPONSE. 

TRNTCM  SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE • 

WTMESG  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 

XDACMD  HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 

XLGCMD  EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 

XLSCMD  SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

XSCCMD  SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 

XSDCMD  EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 

XSLCMD  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

XSTCMD  STAR'.'  AN  APC  PER  OPERATOR  COMMAND. 


FILERR 
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LOGTBL 

TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON 
TABLE. 

FMTHDR 

SENDMG 

FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

HSTGLD 

CGSHST 

CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 

HSTGLE 

CGSHST 

CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 

HSTLNK 

APCSTS 

APC  START  UP  SUCCESSFUL  PROCESSING. 

HOSDSR 

PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

INITAC 

INITIATE  AN  APC. 

INTMTR 

INITIALIZE  THE  MONITOR  WORKSTATION. 

LFSDSR 

HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN. 

LKTOCN 

ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 

NODE  (VAX)  IN  THE  IISS. 

LSDONE 

PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 

LINK  COMMAND. 

MESGCE 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 

MESGCT 

HANDLE  APC  TERMINATED  MESSAGES. 
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MESGHA 

MESGHT 

MESGLA 

MESGLF 

MESGLV 

MESGSH 

MESGTE 

MESGXU 

MONITR 

MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

PRSLKR 

RQRHSD 

RQSTLK 

SCDONE 

SDALRH 

SDLINK 

SDMNTR 

SDNAPC 

SDRHNC 

SDSTAT 

SHTDWN 

SLDONE 

SNACUP 


PS  620342100 
30  September  1990 
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PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 

FROM  REMOTE  MONITOR  AP 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

HANDLE  GETUSR  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS • 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP • 

HANDLE  A* TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 

REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 
DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 
START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 
REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APC'S. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 

MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE 
HOSTS . 
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SNHOAV  SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 
REMOTE  HOST'S  MONITOR  AP. 

STCPLT  COMPLETE  IISS  START-UP  PROCESSING. 

STLINK  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

STLNKS  START  LINK  SUCCESSFUL  PROCESSING. 

STLOAC  PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP. 

STNTCM  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

STRTAC  PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

STRTUP  HANDLE  IISS  START  UP  PROCESSING. 

TESDSR  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

TRNTCM  SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

XLSCMD  SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

XSCCMD  SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 

XSDCMD  EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 

XSLCMD  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

XSTCMD  START  AN  APC  PER  OPERATOR  COMMAND. 


INTHST 

CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 


IPCARG 

ACSDSR  HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

APCSTF  HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT'S  START  UP. 

APCSTS  APC  START  UP  SUCCESSFUL  PROCESSING. 
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BLDTBL 

DADONE 

DSPACT 

DSPERR 

DSTATS 

GTINST 

HOSDSR 

INITAE 

INTMTR 

LFSDSR 

LKTOCN 

LSDONE 

MESGAA 

MESGAI 

MESGAM 

MESGCE 

MESGCR 

MESGCT 

MESGHT 

MESGLA 

MESGLF 

MESGLO 

MESGLV 

MESGMQ 

MESGMT 

MESGNL 

MESGNP 

MESGOF 

MESGPE 


include-file-used  List 

Module 

Purpose 


POPULATE  THE  NTM  GLOBAL  TABLES. 

COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 
SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN 
APC. 

DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 

DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

INITIALIZE  ASYCHRONOUS  EVENTS. 

INITIALIZE  THE  MONITOR  WORKSTATION. 

HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN • 

ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

HANDLE  ACTIVE  AP  LIST  MESSAGES. 

PROCESS  AP  INTERFACE  ERROR  MESSAGES. 

HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT'S 
CHILD  AP  MESSAGE. 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  CHANGE  ROLE  MESSAGES. 

HANDLE  APC  TERMINATED  MESSAGES. 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  LOGON  MESSAGES. 

HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 
HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 
EXPIRED  MESSAGE. 

HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN 
MESSAGE. 

PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 
HANDLE  LOGOFF  MESSAGES. 

HANDLE  MPU  PROCESSING  ERROR  MESSAGE  FROM 
AN  APC. 
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MESGRE 

HESGRU 

MESGSE 
MESGSH 
ME S GTE 
MESGUT 

MESGXU 

MONITR 

MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

READCN 

RQSTLK 

3CD0NE 

SDALCP 

SDALNC 

SDALRH 

SDCNCL 

SDLINK 

SDMNTR 

SDNAPC 

SDRHNC 

SENDMG 


incluae-file-used  List: 

Module 

Purpose 


HANDLE  A  RECOVERABLE  ERROR  MESSAGE  FROM  All 
MPU. 

HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM 
AN  MPU. 

DISPLAY  SIGERR  MESSAGES  AT  OP  CONSOLE. 
HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM 
AN  APC. 

HANDLE  GETUSR  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

HANDLE  A  TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

INITIALIZE  A  CONSOLE  READ. 

DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT 
APC'S  ON  THE  HOST. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS 
ON  THE  SYSTEM. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 
CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 
REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 

HDQTQ  ANn  THTPT?  *  <5 

FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 
COMPONENT. 
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STCPLT  COMPLETE  IISS  START-DP  PROCESSING. 

STUNK  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

STLNKF  START  COMM  LINK  FAILED  PROCESSING. 

STINKS  START  LINK  SUCCESSFUL  PROCESSING. 

STRTAC  PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

STRTUP  HANDLE  IISS  START  UP  PROCESSING. 

TELUSR  NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME-TIL-SHUTDOWN  MINUTES 

TESDSR  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

TMTLSD  PROCESS  THE  OPERATOR'S  TIME  UNTIL  SHUTDOWN 
RESPONSE. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

WTMESG  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 

XDACKD  HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 

XLGCMD  EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 

XLSCMD  SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

XSCCMD  SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND - 

XSDCMD  EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 

XSLCMD  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

XSTCMD  START  AN  APC  PER  OPERATOR  COMMAND. 


LOGDAT 

LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 


LGGNAM 

INTMTR  INITIALIZE  THE  MONITOR  WORKSTATION. 


3-33 


PS  620342100 
30  September  1990 


NTM/HONITOR  Where-include-file-used  List 

Include  Module  Module 

File  Name  Purpose 


LOGSEL 

CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 
MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 

MTRSYS  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PRCCON  PROCESS  CONSOLE  INPUT. 

XLGCMD  EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 


MONLOG 

MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 


MTRCMN 

ACSDSR  HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

APCSTF  HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT'S  START  UP. 

APCSTS  APC  START  UP  SUCCESSFUL  PROCESSING. 

BLDTBL  POPULATE  THE  NTM  GLOBAL  TABLES. 

DADONE  COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 
DSPACT  SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN 
APC. 

DSPERR  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE . 
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DSTATS 

GETDST 

GTINST 

HOSDSR 

INITAC 

INITAE 

INTMTR 

LFSDSR 

LKTOCN 

LSDONE 

MESGAA 

MESGAI 

MESGAM 

MESGCE 

MESGCR 

MESGCT 

MESGHA 

MESGHT 

MESGLA 

MESGLF 

MESGLO 

MESGLV 

MESGMQ 

MESGMT 

MESGNL 

MESGNP 

MESGOF 

MESGPE 


DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

DETERMINE  DEST  OF  THE  ORIG  MSG  WHOSE 
RESPONSE  HAS  TIMED  OUT. 

PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

INITIATE  AN  APC. 

INITIALIZE  ASYCHRONOUS  EVENTS. 

INITIALIZE  THE  MONITOR  WORKSTATION. 

HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN. 

ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

HANDLE  ACTIVE  AP  LIST  MESSAGES. 

PROCESS  AP  INTERFACE  ERROR  MESSAGES. 

HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT'S 
CHILD  AP  MESSAGE. 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  CHANGE  ROLE  MESSAGES. 

HANDLE  APC  TERMINATED  MESSAGES. 

PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 

FROM  REMOTE  MONITOR  AP 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  LOGON  MESSAGES. 

HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 
HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 
EXPIRED  MESSAGE. 

HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN 
MESSAGE. 

PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 
HANDLE  LOGOFF  MESSAGES. 

HANDLE  MPU  PROCESSING  ERROR  MESSAGE  FROM 
AN  APC. 
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MESGRE 

MESGRU 

HESGSE 

MESGSH 

MESGTE 

MESGUA 

MESGUH 

MESGUT 

MESGXU 

MONITR 

MTRSYS 

PRCCON 
PRCMSG 
PROS SR 

PRCTMR 

PRCTSR 

PRSLKR 

READCN 

RQACSD 

RQRHSD 

RQSTLK 

SCDONE 

SDALCP 

SDALNC 

SDALRH 

SDCNCL 

SDLINK 


include-file-used  List 

Module 

Purpose 


HANDLE  A  RECOVERABLE  ERROR  MESSAGE  FROM  AN 
MPU. 

HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM 
AN  MPU. 

DISPLAY  SIGERR  MESSAGES  AT  OP  CONSOLE. 
HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

PROCESS  APC  TABLE  UPDATE  MESSAGES. 

PROCESS  HOST  STATUS  TABLE  UPDATE  MESSAGES. 
HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM 
AN  APC. 

HANDLE  GETUSR  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS • 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP . 

HANDLE  A* TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 

INITIALIZE  A  CONSOLE  READ. 

REQUEST  THE  SHUTDOWN  OF  AN  APC. 

REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 
DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT 
APC»S  ON  THE  HOST. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS 
ON  THE  SYSTEM. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 
CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
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SDMNTR 

SDNAPC 

SDRHNC 

SDSTAT 

SENDMG 

SHTDWN 

SLDONE 

SNACUP 

SNHOAC 

SNHOAV 

SNHOSD 

STCPLT 

STLINK 

STLNKF 

STLNKS 

STLOAC 

STNTCM 

STRTAC 

STRTUP 

TELUSR 

TESPSR 

TMTLSD 

TRNTCM 

WTHOAV 

WTMESG 

XDACMD 


include-file-used  List 

Module 

Purpose 


UPON  COMP-oETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 
REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APC'S. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 
FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 
COMPONENT. 

MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE 
HOSTS . 

SEND  A  'HOST  ACTIVE'  MESSAGE  TO  A  LOCAL 
APC'S  MPU. 

SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 
REMOTE  HOST'S  MONITOR  AP. 

SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION 
MESSAGE  TO  A  LOCAL  MPU. 

COMPLETE  IISS  START-UP  PROCESSING. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
START  COMM  LINK  FAILED  PROCESSING. 

START  LINK  SUCCESSFUL  PROCESSING. 

PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP . 

START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

HANDLE  IISS  START  UP  PROCESSING. 

NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME-TIL-SHUTDOWN  MINUTES 
HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

PROCESS  THE  OPERATOR'S  TIME  UNTIL  SHUTDOWN 
RESPONSE. 

SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 
PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 
HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 
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XLGCMD 

XLSCMD 

XOPCMD 

XSCCMD 

XSDCMD 

XSLCMD 

XSTCMD 


MTRERR 

APCSTF 

DSPERR 


MTRMBF 

ACSDSR 

APCSTF 

APCSTS 

BLDTBL 

DADONE 

DSPACT 

DSPERR 

DSTATS 

GTINST 

HOSDSR 

INITAC 

INITAE 


include-file-used  List 

Module 

Purpose 


EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 
SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 
EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 
EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 
START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
START  AN  APC  PER  OPERATOR  COMMAND. 


HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT'S  START  UP. 

DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 


HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT'S  START  UP. 

APC  START  UP  SUCCESSFUL  PROCESSING. 
POPULATE  THE  NTM  GLOBAL  TABLES. 

COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 
SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN 
APC. 

DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 

DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE • 

PURPOSE* NOT  KNOWN  -  ACTIVE  CODE. 

PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

INITIATE  AN  APC. 

INITIALIZE  ASYCHRONOUS  EVENTS. 
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INTMTR 

LFSDSR 

LKTOCN 

LSDONE 

MESGAA 

MESGAI 

MESGAM 

MESGCE 

MESGCR 

MESGCT 

MESGHA 

MESGHT 

MESGLA 

MESGLF 

MESGLO 

MESGLV 

MESGMQ 

MESGMT 

MESGNL 

MESGNP 

MESGOF 

MESGPE 

MESGRE 

MESGRU 

MESGSE 
MESGSH 
’  MESGTE 
MESGUA 
MESGUH 
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INITIALIZE  THE  MONITOR  WORKSTATION. 

HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN • 

ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

HANDLE  ACTIVE  AP  LIST  MESSAGES. 

PROCESS  AP  INTERFACE  ERROR  MESSAGES. 

HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT'S 
CHILD  AP  MESSAGE. 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  CHANGE  ROLE  MESSAGES. 

HANDLE  APC  TERMINATED  MESSAGES. 

PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 

FROM  REMOTE  MONITOR  AP 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  LOGON  MESSAGES. 

HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 
HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 
EXPIRED  MESSAGE. 

HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN 
MESSAGE. 

PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 
HANDLE  LOGOFF  MESSAGES. 

HANDLE  MPU  PROCESSING  ERROR  MESSAGE  FROM 
AN  APC. 

HANDLE *A  RECOVERABLE  ERROR  MESSAGE  FROM  AN 
MPU. 

HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM 
AN  MPU. 

DISPLAY  SIGERR  MESSAGES  AT  OP  CONSOLE. 
HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

PROCESS  APC  TABLE  UPDATE  MESSAGES. 

PROCESS  HOST  STATUS  TABLE  UPDATE  MESSAGES. 
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MESGUT 

MESGXU 

MONITR 

MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

PRSLKR 

READCN 

RQACSD 

RQRHSD 

RQSTLK 

SCDONE 

SDALCP 

SDALNC 

SDALRH 

SDCNCL 

SDLINK 

SDMNTR 

SDNAPC 

SDRHNC 

SDSTAT 

SHTDWN 

SLDONE 

SNACUP 
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HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM 
AN  APC. 

HANDLE  GETUSR  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS • 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UT> . 

HANDLE  A* TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 

INITIALIZE  A  CONSOLE  READ. 

REQUEST  THE  SHUTDOWN  OF  AN  APC. 

REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 
DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT 
APC’S  ON  THE  HOST. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS 
ON  THE  SYSTEM. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 
CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 
REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APC'S. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 

MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE 
HOSTS. 
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SNHOAV  SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 
REMOTE  HOST'S  MONITOR  AP. 

STCPLT  COMPLETE  IISS  START-UP  PROCESSING. 

STLINK  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

STLNKF  START  COMM  LINK  FAILED  PROCESSING. 

STLNKS  START  LINK  SUCCESSFUL  PROCESSING. 

STLOAC  PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 

START  UP. 

STNTCM  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

STRTAC  PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

STRTUP  HANDLE  IISS  START  UP  PROCESSING. 

TELUSR  NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME-TIL-SHUTDOWN  MINUTES 

TESDSR  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

TMTLSD  PROCESS  THE  OPERATOR'S  TIME  UNTIL  SHUTDOWN 
RESPONSE. 

TRNTCM  SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

WTMESG  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 

XDACMD  HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 

XLGCMD  EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 

XLSCMD  SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

XSCCMD  SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 

XSDCMD  EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 

XSLCMD  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

XSTCMD  START  AN  APC  PER  OPERATOR  COMMAND. 


RETSTR 

LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 
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SNDARG 

DSPACT  SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN 
APC. 

TNT'TAr’  TNTT’TAT’T?  AM  APC 

INTMTR  INITIALIZE  THE  MONITOR  WORKSTATION. 

LFSDSR  HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN. 

LKTOCN  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

LSDONE  PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 

LINK  COMMAND. 

MESGLO  HAMI/.l>£  LOGON  MESSAGES. 

MESGXU  HANDLE  GETUSR  MESSAGES. 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

RQACSD  REQUEST  THE  SHUTDOWN  OF  AN  APC. 

RQRHSD  REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 

RQSTLK  DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

SCDONE  COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 

SDCNCL  CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

SDLINK  START  A  COMM  LINK.  PER  OPERATOR  COMMAND. 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SDNAPC  SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 

SENDMG  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

SNACUP  SEND  APC  STATUS  (JPDATE  MESSAGES  TO  REMOTE 
HOSTS . 

SNHOAC  SEND  A  'HOST  ACTIVE'  MESSAGE  TO  A  LOCAL 
APC'S  MPU. 

SNHOAV  SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 
REMOTE  HOST'S  MONITOR  AP. 
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SNHOSD  SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION 
MESSAGE  TO  A  LOCAL  MPU. 

STLINK  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
STNTCM  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

STRTAC  PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

TELUSR  NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME-TIL-SHUTDOWN  MINUTES 
TRNTCM  SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 
WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 


SYSERR 

APCINI  INITIALIZE  THE  AP  CLUSTER  STATUS  TABLE. 

AUTINI  INITIALIZE  THE  AUTHORITY  TABLE. 

CATINI  INITIALIZE  THE  MESSAGE  CATEGORY  TABLE. 

DIRINI  INITIALIZE  THE  DIRECTORY  TABLE. 

GRDINI  INITIALIZE  THE  GUARANTEED  DELIVERY  TABLE . 

HSTINI  INITIALIZE  THE  HOST  STATUS  TABLE. 

LOGINI  INITIALIZE  THE  LOGON  TABLE. 

LOGTBL  TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON 
TABLE. 

LSTINI  INITIALIZE  THE  LINK  STATUS  TABLE. 


TBLAPC 

ACSDSR 

APCINI 

APCSTF 

APCSTS 

BLDTBL 

CGSHST 


HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

INITIALIZE  THE  AP  CLUSTER  STATUS  TABLE. 
HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 
IT'S  START  UP. 

APC  START  UP  SUCCESSFUL  PROCESSING. 
POPULATE  THE  NTM  GLOBAL  TABLES. 

CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 
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DSPACT 

DSTATS 

HOSDSR 

INITAC 

INITAE 

INTMTR 

LKTOCN 

LSDONE 

MESGCE 

MESGCT 

MESGHA 

MESGHT 

MESGLA 

MESGLF 

MESGLV 

MESGSH 

MESGTE 

MESGUA 

MESGXU 

MONITR 

MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

PRSLKR 

RQACSD 


include-file-used  List 

i 

Module 
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SEND  A  DISPLAY  ACTIVE  AP‘S  MESSAGE  TO  AN 

Ape. 

DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

INITIATE  AN  APC. 

INITIALIZE  ASYCHRONOUS  EVENTS. 

INITIALIZE  THE  MONITOR  WORKSTATION. 
ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  APC  TERMINATED  MESSAGES. 

PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 

FROM  REMOTE  MONITOR  AP 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

PROCESS  APC  TABLE  UPDATE  MESSAGES. 

HANDLE  GETUSR  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS ♦ 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

HANDLE  A  TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 

REQUEST  THE  SHUTDOWN  OF  AN  APC. 
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SCDONE 

SDALCP 

SDALNC 

SDMNTR 

SDNAPC 

SDRHNC 

SDSTAT 

SHTDWN 

SLDONE 

SNHOAV 

STCPLT 

STLNKS 

STLOAC 

STNTCM 

STRTAC 

STRTUP 

TESDSR 

TRNTCM 

WTHOAV 

XDACMD 

XOPCMD 

XSCCMD 

XSDCMD 

XSTCMD 


TBLAUT 


include-file-used  List 

Module 
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COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT 
APC’S  ON  THE  HOST. 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS 
ON  THE  SYSTEM. 

UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 
REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APCS. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 

MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 
REMOTE  HOST'S  MONITOR  AP. 

COMPLETE  IISS  START-UP  PROCESSING. 

START  LINK  SUCCESSFUL  PROCESSING. 

PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP • 

START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

HANDLE  IISS  START  UP  PROCESSING. 

HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 
PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 
EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 
EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 
START  AN  APC  PER  OPERATOR  COMMAND. 
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AUTINI  INITIALIZE  THE  AUTHORITY  TABLE. 


TBLCAT 

BLDTBL  POPULATE  THE  NTM  GLOBAL  TABLES. 

CATINI  INITIALIZE  THE  MESSAGE  CATEGORY  TABLE. 
CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 
INTMTR  INITIALIZE  THE  M025ITOR  WORKSTATION. 

MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS . 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 


TBLDIR 

BLDTBL  POPULATE  THE  NTM  GLOBAL  TABLES. 

CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 
DIRINI  INITIALIZE  THE  DIRECTORY  TABLE. 

INTMTR  INITIALIZE  THE  MONITOR  WORKSTATION. 

MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 


TBLGD 

GRDINI  INITIALIZE  THE  GUARANTEED  DELIVERY  TABLE. 


TBLHST 

ACSDSR  HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

APCSTS  APC  START  UP  SUCCESSFUL  PROCESSING. 
BLDTBL  POPULATE  THE  NTM  GLOBAL  TABLES. 
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NTM/KONITOR  Where- include-file-used  List 

Include  Module  Module 

File  Naae  Purpose 


CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 

DSTATS  DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

HOSDSR  PROCESSES  HOST  TERMINATING  MESSAGES  DURING 
SHUTDOWN. 

HSTINI  INITIALIZE  THE  HOST  STATUS  TABLE. 

INITAC  INITIATE  AN  APC. 

INITAE  INITIALIZE  ASYCHRONOUS  EVENTS. 

INTMTR  INITIALIZE  THE  MONITOR  WORKSTATION. 

LKTOCN  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

LSDONE  PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

HESGCE  PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 

MESGCT  HANDLE  APC  TERMINATED  MESSAGES. 

MESGHA  PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 

FROM  REMOTE  MONITOR  AP 

MESGHT  HANDLE  HOST  TERMINATED  MESSAGES. 

MESGLA  PROCESS  A  LINK  ACTIVE  MESSAGE. 

MESGLF  HANDLE  A  LINK  FAILED  MESSAGE. 

MESGLV  HANDLE  APC  ALIVE  MESSAGE. 

MESGSH  HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

MESGTE  PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

MESGUH  PROCESS  HOST  STATUS  TABLE  UPDATE  MESSAGES. 

MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 

MTRSYS  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PRCCON  PROCESS  CONSOLE  INPUT. 

PRCMSG  PROCESS  MESSAGE. 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTMR  HANDLE  A  TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

PRSLKR  PROCESS  START  LINK  STATUS  RETURN  MESSAGES 

AT  IISS  START  UP. 

RQSTLK  DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 
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NTM/MONITOR  Where-include-file-used  List 

Include  Module  Module 

File  Name  Purpose 


SCDONE  COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 

SDALRH  REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

SDNAPC  SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 

SDRHNC  REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APC'S. 

SDSTAT  PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 

SHTDWN  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 

SNACUP  SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE 
HOSTS. 

STCPLT  COMPLETE  IISS  START-UP  PROCESSING. 

STLOAC  PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP . 

STNTCM  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

STRTAC  PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

STRTUP  HANDLE  IISS  START  UP  PROCESSING. 

TESDSR  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 

SHUTDOWN  PROCESSING. 

TRNTCM  SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

XSCCMD  SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 

XSDCMD  EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 

XSTCMD  START  AN  APC  PER  OPERATOR  COMMAND. 


TBLLOG 

CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 
TNTTAC  TNTTTATE  AN  APC 

INTMTR  INITIALIZE  THE  MONITOR  WORKSTATION. 

LKT'OCN  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 

NODE  (VAX)  IN  THE  IISS. 

LOGINI  INITIALIZE  THE  LOGON  TABLE. 
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NTH/MONITOR  Where-include-f ile-used  List 

Include  Module  Module 

File  Name  Purpose 


LOGTBL  TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON 
TABLE. 

MESGCR  HANDLE  CHANGE  ROLE  MESSAGES. 

MESGLO  HANDLE  LOGON  MESSAGES. 

MESGOF  HANDLE  LOGOFF  MESSAGES. 

MESGXU  HANDLE  GETUSR  MESSAGES. 

MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 

MTRSYS  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PRCCON  PROCESS  CONSOLE  INPUT. 

PRCMSG  PROCESS  MESSAGE . 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

PRSLKR  PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

STCPLT  COMPLETE  IISS  START-UP  PROCESSING. 

STLOAC  PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP. 

STNTCM  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

STRTAC  PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

STRTUP  HANDLE  IISS  START  UP  PROCESSING. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

XSTCMD  START  AN  APC  PER  OPERATOR  COMMAND. 


TBLLST 

BLDTBL  POPULATE  THE  NTM  GLOBAL  TABLES. 

CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 
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File  Name 


DSTATS 

INITAC 

INITAE 

INTMTR 

LFSDSR 

LKTOCN 

LSDONE 

LSTINI 

MESGCE 

MESGCT 

MESGHT 

MESGLA 

MESGLF 

MESGLV 

MESGSH 

MESGTE 

MONITR 

MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

PRSLKR 

RQSTLK 

SCDONE 

SDLINK 

SDMNTR 


include- file-used  List 

Module 

Purpose 


DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

INITIATE  AN  APC. 

INITIALIZE  ASYCHRONOUS  EVENTS. 

INITIALIZE  THE  MONITOR  WORKSTATION. 

HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN. 

ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 
NODE  (VAX)  IN  THE  IISS. 

PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN 
LINK  COMMAND. 

INITIALIZE  THE  LINK  STATUS  TABLE. 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  APC  TERMINATED  MESSAGES. 

HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PROCESS  CONSOLE  INPUT. 

PROCESS  MESSAGE. 

PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

HANDLE  A  TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP . 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES 
AT  IISS  START  UP. 

DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 
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Include  Module 
File  Name 


SDRHNC 

SDSTAT 

SHTDWN 

SLDONE 

STCPLT 

STLINK 

STLNKF 

STLNKS 

STLOAC 

STNTCM 

STRTAC 

STRTUP 

TESDSR 

TRNTCM 

WTHOAV 

XLSCMD 

XOPCMD 

XSDCMD 

XSLCMD 

XSTCMD 


include-file-used  List 

Module 

Purpose 


REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 
HOSTS  AND  THIER  APC'S. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 

MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
COMPLETE  IISS  START-UP  PROCESSING. 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
START  COMM  LINK  FAILED  PROCESSING. 

START  LINK  SUCCESSFUL  PROCESSING, 

PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT 
START  UP. 

START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 
START  UP. 

PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

HANDLE  IISS  START  UP  PROCESSING. 

HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 
SHUTDOWN  PROCESSING. 

SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 
PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 
EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 
START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
START  AN  APC  PER  OPERATOR  COMMAND. 
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3.10.6  Where  External  Routine  Used  List 

The  following  lists  each  external  function  or  routine 
listed  in  3.10.3  and  all  the  documented  modules  which  call  it. 
The  purpose  of  each  module  is  listed  as  well. 
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NTM/MONITOR  Where-external-routine-used  List 

System  Module  Module 

Module  Name  Purpose 


ASCTIM 

LOGTBL  TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON 
TABLE. 


CNLTIM 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP . 

SDCNCL  CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 
SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 


CRTMBX 

INTMTR  INITIALIZE  THE  MONITOR  WORKSTATION. 
LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 


CRT PRC 

INTMTR  INITIALIZE  THE  MONITOR  WORKSTATION. 


DELMBX 

LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 
SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 


ENDRUN 

MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS . 


3-53 


PS  620342100 
30  September  1990 


NTM/MONITOR  Where-external-routine-used  List 

System  Module  Module 

Module  Name  Purpose 


EERPRO 

CNLCON  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 

DSPERR  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 

GETCON  GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 
LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 
MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS . 

RCVCON  RECEIVE 'FROM  A  TERMINAL. 


FREVTF 

CNLCON  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 

GETCON  GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 


GETMSG 

LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 
MTRSYS  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE, 

WTMESG  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 


ITMADR 
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NTM/MONITOR  Where-external-routine-used  List 

System  Module  Module 

Module  Name  Purpose 


CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 


LIB$GET_EF 

RCVCON  RECEIVE  FROM  A  TERMINAL. 


MBXLOG 

LOGTBL  TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON 
TABLE. 

MTRSYS  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 


RCVMSG 

INITAE  INITIALIZE  ASYCHRONOUS  EVENTS. 

LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 

MTRSYS  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 

IT  IS  ACTIVE. 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP . 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

STRTAC  PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

WTMESG  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 


RELEVB 

MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS . 


3-55 


PS  620342100 
30  September  1990 


NTM/MONITOR  Where-external-routine-used  List 

System  Module  Module 

Module  Name  Purpose 


XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 


SETTIM 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 

start  up. 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

TELUSR  NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME-TIL-SHUTDOWN  MINUTES 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 


SNDMSG 

MESGXU  HANDLE  GETUSR  MESSAGES. 

MONITR  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 

SENDMG  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 
COMPONENT. 

XOPCMD  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 


SYS$ASSIGN 

INICON  INITIALIZE  THE  CONSOLE  TERMINAL  INTERFACE. 


SYS$CANCEL 

CNLCON  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 
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System  Module  Module 

Module  Name  Purpose 


SYS$CRMPSC 

CGSHST  CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 


SYS$QIO 

RCVCON  RECEIVE  FROM  A  TERMINAL. 


SYS$QIOW 

SNDCON  SEND  TO  A  TERMINAL, 


SYS$TRNLOG 

GETTRM  GET  THE  TERMINAL  ID  OF  THE  IISS  SYSTEM 
CONSOLE. 


WAIT01 

GTINST  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

LOGTSK  LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 

WTMESG  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 


WAIT02 

PRCSSR  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 
START  UP. 

PRCTSR  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 
START  UP. 

SDMNTR  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 
MONITOR  APC. 

WTHOAV  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 
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System 

Module 


Module 

Name 


Module 

Purpose 


WAIT03 


MTRSYS  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 
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3.10.7  Main  Program  Parts  List 

The  following  lists  each  Main  Program  listed  in  3.10.1  and 
all  the  modules  which  are  called  either  by  that  module  itself  or 
by  any  of  the  documented  modules  which  it  calls.  It  is  possible 
for  a  non-main  module  to  be  listed  more  that  once  if  it  is 
called  by  multiple  modules.  The  called  modules,  in  this  case 
known  as  program  parts,  are  marked  as  to  whether  they  are 
documented  here.  If  so,  the  phrase  "well-defined  module" 
appears  by  the  module  name,  if  not  it  is  an  "external  "routine". 
The  Purpose  of  the  Main  Program  module  is  listed  as  well. 
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Main  Pgm  Modcxe 
Name  Nasse 


Module 

Type 


GTINST 


Purpose — >PURPOSE  HOT  KNOWS  -  ACTIVE  CODE. 


ERRPRO 

FREVTF 

GETCON 

HEXSTS 

LIB$GET_EF 

RCVCON 

READCN 

SNDCON 

SYS$QIO 

SYS$QIOW 

WAIT01 


External  routine 
External  routine 
Well-defined  nodule 
Well-defined  nodule 
External  routine 
Well-defined  nodule 
Well-defined  nodule 
Well-defined  nodule 
External  routine 
External  routine 
External  routine 
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NTM /MONITOR  Main  Prograa  Parts  last 


Main  Pgm 

Module 

Module 

Bane 

Narse 

Type 

LOGTSK 

Purpose — >LOG  THE  MESSAGE  III  TEE  MESSAGE 
LOG  FILE. 

CRTMBX 

External  routine 

DELMBX 

External  routine 

ERRPRO 

External  routine 

GETHSG 

External  routine 

RCVMSG 

External  routine 

WAIT 01 

External  routine 
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Main  Pgm  Module  Module 

Name  Name  Type 


MONITR 


Purpose — >MAIN  PROCEDURE  OF  THE  MONITOR 
APPLICATION  PROCESS. 


ACSDSR 

APCINI 

APCSTF 

APCSTS 

ASCTIM 

ELDTBL 

CATINI 

CGSHST 

CNLCON 

CNLTIM 

CRTMBX 

CRTPRC 

DADONE 

DELMBX 

DIRINI 

DSPACT 

DSPERR 

DSTATS 

ENDRUN 

ERRPRO 

FREVTF 

GETCHL 

GETCON 

GETDST 

GETMSG 

GETTRM 

HEXSTS 

HOSDSR 

HSTINI 

INICON 

INITAC 

INITAE 

INTMTR 

ITMADR 

LFSDSR 

LIB$GET_EF 

LKTOCN 

LOGINI 


Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
External  routine 
External  routine 
Well-defined  module 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
External  routine 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
Well-defined  module 
External  routine 
Well-defined  module 
Well-defined  module 
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NTM/MONITOR  Main  Program  Parts  List 


Main  Pgm  Module 
Name  *«ame 


LOGTBL 

LSDONE 

LSTINI 

MBXLOG 

MESGAA 

MESGAI 

MESGAM 

MESGCE 

MESGCR 

MESGCT 

MESGHA 

MESGHT 

MESGLA 

MESGLF 

MESGLO 

MESGLV 

MESGMQ 

MESGMT 

MESGNL 

MESGNP 

MESGOF 

MESGPE 

MESGRE 

MESGRU 

MESGSE 

MESGSH 

MESGTE 

MESGUA 

MESGUH 

MESGUT 

MESGXU 

MTRSYS 

PRCCON 

PRCMSG 

PRCSSR 

PRCTMR 

PRCTSR 

PRSLKR 

RCVCON 

RCVMSG 


Module 

Type 


Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-def  ned  module 
Well-def  ned  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
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Main  Pgm  Module 
Name  Name 


READCN 

RELEVB 

RQACSD 

RQRHSD 

SCDONE 

SDALCP 

SDALNC 

SDALRH 

SDCNCL 

SDLINK 

SDMNTR 

SDNAPC 

SDRHNC 

SDSTAT 

SENDMG 

SETTIM 

SHTDWN 

SLDONE 

SNACUP 

SNDCON 

SNDMSG 

SNHOAC 

SNHOAV 

SNHOSD 

STCPLT 

STLINK 

STLNKF 

STLNKS 

STLOAC 

STNTCM 

STRTAC 

STRTUP 

SYS$ASSIGN 

SYS$CANCEL 

SYS$CRMPSC 

SYS$QI0 

SYS$QIOW 

SYS$TRNLOG 

TELUSR 

TESDSR 


Module 

Type 


Well-defined  module 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
External  routine 
External  routine 
External  routine 
External  routine 
External  routine 
External  routine 
Well-defined  module 
Well-defined  module 
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NTM/MONITOR  Main  Program  Parts  List 

Main  Pgm  Module  Module 

Name  Name  Type 


TMTLSD 

TRNTCM 

WAIT01 

WAIT02 

WAIT03 

WTHOAV 

WTMESG 

XDACMD 

XLGCMD 

XLSCMD 

XOPCMD 

XSCCMD 

XSDCMD 

XSLCMD 

XSTCMD 


Well-defined  module 
Well-defined  module 
External  routine 
External  routine 
External  routine 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
Well-defined  module 
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NTM/MONITOR  Main  Program  Parts  List 


Main  Pgm 

Module 

Module 

Name 

Name 

Type 

RQSTLK 

Purpose- 

->DURING  START  UP  REQUEST 

INITIATION  OF  ALL  LOCAL  COMM 
LINKS . 

GETCHL 

Well-defined  module 

HEXSTS 

Well-defined  module 

SENDMG 

Well-defined  module 

SNDCON 

Well-defined  module 

SNDMSG 

External  routine 

STLNKF 

Well-defined  module 

SYS$QIOW 

External  routine 
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3.10.8  Module  Documentation 

The  following  documentation  describes  information  which  is 
specific  to  each  individual  module  being  documented  in  this 
specification  as  listed  in  section  3.10.2.  It  provides  a 
compact  way  of  getting  information  that  would  be  otherwise 
buried  within  each  module's  source  code. 


The  specific  items  in  this  module  documentation  have  the 
following  meanings: 


NAME: 

Name  of  program  Module. 

PURPOSE : 

Purpose  of  Module  as  detailed  in  the 
source  code. 

LANGUAGE : 

Programming  language  source  code  is 
written  in. 

The  choices  are: 

VAX- 11  FORTRAN 

(I/S-l  Workbench  'C') 
VAX- 11  COBOL 

MODULE  TYPE: 

Whether  a  Program,  Subroutine,  or 
Function. 

SOURCE  FILE: 

Name  of  Source  File  from  file 
specification. 

SOURCE  FILE  TYPE: 

Source  File  Extension  from  file 
specification. 

HOST: 

Whether  this  is  a  host-dependent 
routine  (VAX  or  IBM)  or  blank  if 
host-independent . 

SUBSYSTEM: 

IISS  sub-system  this  file  resides  in. 

SUBDIRECTORY: 

Sub-directory  of  that  subsystem  in 
which  this  file  resides. 

DOCUMENTATION  GROUP: 

Name  of  documentation  group  of  which 
this  source  file  is  a  member. 

DESCRIPTION: 

A  description  of  the  module  as  otained 
from  the  source  code. 

ARGUMENTS : 

The  arguments  with  which  this  routine 
is  called  if  it  is  a  Subroutine  or  a 
Function. 

INCLUDE  FILES: 

A  list  of  all  the  files  that  are 
included  into  this  module  as  well  as 
their  purposes. 

ROUTINES  CALLED: 

Subroutines  or  Functions,  either 
documented  or  external,  called  by 
this  module,  if  any. 
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CALLED  DIRECTLY  BY:  The  documented  routines  which  call 

this  module,  if  any. 

USED  IN  MAIN  PROGRAM (S) :  The  documented  Main  Programs  which 

contain  this  module  in  their  parts 
list  according  to  the  list  in  section 
3.10.7. 


The  Module  Documentation  is  arranged  alphabetically  according 
to  Module  Name. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


ACSDSR 

HANDLES  APC  TERMINATING  MESSAGES  AT 
SHUTDOWN. 

VAX-11  COBOL 
SUBROUTINE 
ACSDSR 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
HOST-STATUS-TABLE  =  RECRD 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKMSG 

IPCARG 

CHKSTS 

MTRCMN 

TBLHST 

TBLAPC 

MTRMBF 

EVBLKS 


CHKMSG-  INCLUDE  FILE 

IPCARGS  -  INCLUDE  FILE 

CHKSTS. INC  —  CHECK  STATUS 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

HSTLNK-  INCLUDE  FILE 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  INCLUDE  FILE 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


SDSTAT  -  PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 
TESDSR  -  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 

SHUTDOWN  PROCESSING. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 


PS  620342100 
30  September  1990 


NTM/MONITOR  Module  Documentation 


APCINI 

INITIALIZE  THE  AP  CLUSTER  STATUS  TABLE. 
VAX-11  COBOL 
SUBROUTINE 
APCINI 
.COB 

NTM 

MONITOR 
NTMMON 

DESCRIPTION: 


ARGUMENTS : 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


AP-CLUSTER-STATUS -TABLE  =  RECRD 
RET-CODE  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 

TBLAPC  -  THIS  IS  THE  APC  STA  .'US  TABLE - A  HOST  GLOBAL 

TABLE. 


CALLED  DIRECTLY  BY: 

BLDTBL  -  POPULATE  THE  NTM  GLOBAL  TABLES. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  APCSTF 

PURPOSE:  HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON 

IT’S  START  UP. 

LANGUAGE:  VAX- 11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  APCSTF 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY :  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


FAILED-APC-NAME  =  DSPLY  [X(3) ] 
ERROR-CODE  =  DSPLY  [X (5) ] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  «  DSPLY  [X(2032)] 
AP-CLUSTER-STATUS-TABLE  «■  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 
CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

MTRERR  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


INITAC  -  INITIATE  AN  APC. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 
NAME:  APCSTS 

PURPOSE:  APC  START  UP  SUCCESSFUL  PROCESSING. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  APCSTS 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


ALIVE -APC-NAME  =  DSPLY  [X(3) ] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 

INCLUDE  FILES: 


CHKAPC  -  CHKSTS . INC  —  CHECK  STATUS 

CHKSTS  -  CHKSTS. INC  — *  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

SNACUP  -  SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE  HOSTS. 

SNHOAC  -  SEND  A  ‘HOST  ACTIVE1  MESSAGE  TO  A  LOCAL  APC'S 

MPU. 

CALLED  DIRECTLY  BY: 


TNTTAC  -  TNTT’TA'T’F!  AN  APC 

INTMTR  -  INITIALIZE  THE  MONITOR  WORKSTATION. 

USED  IN  MAIN  PROGRAM (S): 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


AUTINI 

INITIALIZE  THE  AUTHORITY  TABLE . 

VAX-11  COBOL 

SUBROUTINE 

AUTINI 

.COB 

VAX 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


AUTHORITY-TABLE  =  RECRD 
RET-CODE  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 

TBLAUT  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
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NTM/H0NIT0R  Module  Documentation 
NAME:  BLDTBL 

PURPOSE:  POPULATE  THE  iiTM  GLOBAL  TABLES. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  BLDTBL 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  HTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTHKON 

DESCRIPTION ? 


ARGUMENTS: 


MONITOR-COMMON— BIOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
AI -CLUSTER-STATUS  -TAEL2  =  RECRD 
HDST-oTATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
MESSAGE-CATEGORY-TABLE  =  RECRD 
DIRECTORY-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 

INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE -  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLCAT  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLDIR  -  THE  DIRECTORY  TABLE  IS  A  HOST  GLOBAL  TABLE . 
EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

ROUTINES  CALLED: 


HSTINI  -  INITIALIZE  THE  HOST  STATUS  TABLE. 

APCINI  -  INITIALIZE  THE  AP  CLUSTER  STATUS  TABLE. 

LSTINI  -  INITIALIZE  THE  LINK  STATUS  TABLE. 

CATINI  -  INITIALIZE  THE  MESSAGE  CATEGORY  TABLE. 

DIRINI  -  INITIALIZE  THE  DIRECTORY  TABLE. 

PNDCON  -  SEND  TO  A  TERMINAL. 

CALLED  DIRECTLY  BY: 


INTrtTR  -  INITIALIZE  THE  MONITOR  WORKSTATION. 
USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS  - 
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NTM/MOIJITOR  Module  Dccuaentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


ARGUMENTS : 


MESSAGE-CATEGORY-TABLE  =  RE CRD 
RET-CODE  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 

TBLCAT  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


CALLED  DIRECTLY  BY: 


BLDTBL  -  POPULATE  THE  NTM  GLOBAL  TABLES. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 


CATINI 

INITIALIZE  THE  MESSAGE  CATEGORY  TABLE. 

VAX-11  COBOL 

SUBROUTINE 

CATINI 

.COB 

NTM 

HGNITOR 

KTHHON 
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NTK/KONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


CGSHST 

CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 

VAX-11  COBOL 

SUBROUTINE 

CGSHST 

.COB 

VAX 

NTH 

MONITOR 

NTMMOH 


DESCRIPTION: 


ARGUMENTS: 


IISS— INSTANCE  =  DSPLY  [X] 


INCLUDE  FILES: 


HSTGLD  -  THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

TBLCAT  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLDIR  -  THE  DIRECTORY  TABLE  IS  A  HOST  GLOBAL  TABLE. 
LOGSEL  -  STRUCTURE  FOR  SELECTIVE  LOGGING  INFORMATION.. 

KEPT  IN  GLOBAL. 

HSTGLE  -  INITIATION  CODE  FOR  HOST  GLOBAL  SECTIONS 

INTHST  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


ITMADR 

SYS$CRMPSC 


CALLED  DIRECTLY  BY: 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 


USED  IN  MAIN  PROGRAM (S): 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentat ion 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


CNLCON 

CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE 
REQUEST. 

VAX-11  COBOL 

SUBROUTINE 

CNLCON 

.COB 

VAX 

NTH 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


CONSOLE-EVENT-BLOCK  =  RECRD 
RET-STATUS  =  DSPLY  [X{5)] 


INCLUDE  FILES: 


CHKSTS 

ERRSTS 

CONEVB 

ERRPRO 


CHKSTS. INC  —  CHECK  STATUS 

ERRSTS. INC  —  IISS  ERROR  CODES 

CONEVB. INC  —  CONSOLE  EVENT  BLOCK  DESCRIPTION 

PROCESS  ERROR  INCLUDE  FILE 


ROUTINES  CALLED: 


SYS$CANCEL 

HEXSTS  -  CONVERT  INTEGER  VAX  STATUS  TO  HEXIDECIMAL. 

FREVTF 

ERRPRO 


CALLED  DIRECTLY  BY: 


SDMNTR  -  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE  MONITOR 

APC. 


USED  IN  MAIN  PROGRAM (S); 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

FROCESS . 
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NTH/MONITOR  Module  Documentation 


NAME:  DADONE 

PURPOSE:  COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  DADONE 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


MESGAA  -  HANDLE  ACTIVE  AP  LIST  MESSAGES. 
MESGTE  -  PROCESS  TIMEOUT  EXPIRED  MESSAGES. 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTH/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


DIRINI 

INITIALIZE  THE  DIRECTORY  TABLE. 

VAX-11  COBOL 

SUBROUTINE 

DIRINI 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


DIRECTORY-TABLE  =  RECRD 
RET-CODE  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 

TBLDIR  -  THE  DIRECTORY  TABLE  IS  A  HOST  GLOBAL  TABLE. 


CALLED  DIRECTLY  BY: 

BLDTBL  -  POPULATE  THE  NTM  GLOBAL  TABLES. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


DSPACT 

SEND  A  DISPLAY  ACTIVE  AP’S  MESSAGE  TO  AN 
APC. 

VAX-11  COBOL 
SUBROUTINE 
DSPACT 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS 

IPCARG 

SNDARG 

MTRCMN 

TBLAPC 

EVBLKS 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 
IPCARGS  -  INCLUDE  FILE 
SNDARG  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

XDACMD  -  HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 
USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 
NAME:  DSPERR 

PURPOSE:  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 

CONSOLE. 

LANGUAGE:  VAX- 11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  DSPERR 

SOURCE  FILE  TYPE:  .COB 

HOST  * 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


ERROR-MODULE  =  DSPLY  [X(6)j 
ERROR-CODE  =  DSPLY  [X(5) ] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X(5)] 

INCLUDE  FILES: 


CHKMSG  -  CHKMSG-  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 
EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

MTRERR  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

ERRPRO  -  PROCESS  ERROR  INCLUDE  FILE 

ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 
ERRPRO 

CALLED  DIRECTLY  BY: 


INITAE  -  INITIALIZE  ASYCHRONOUS  EVENTS. 

LKTOCN  -  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL  NODE 

(VAX)  IN  THE  IISS. 

MTRSYS  -  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 

ACTIVE . 

SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 

STRTUP  -  HANDLE  IISS  START  UP  PROCESSING. 

USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


DSTATS 

DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR 
CONSOLE. 

VAX- 11  COBOL 
SUBROUTINE 
DSTATS 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
HOST-STATUS -TABLE  =  RECRD 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


IPCARG 

CHKSTS 

MTRCMN 

TBLAPC 

TBLLST 

TBLHST 

EVBLKS 

MTRMBF 


IPCARGS  -  INCLUDE  FILE 

CHKSTS. INC  —  CHECK  STATUS 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  GETCHL 

PURPOSE:  GET  THE  THE  CHANNEL  ID  FOR  A  MESSAGE  TO 

BE  SENT. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  GETCHL 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


MESSAGE-DEST  =  DSPLY  [X(12)] 
CHANNEL-ID  =  DSPLY  [XXX] 
RET-STATUS  =  DSPLY  [ X ( 5 ) ] 


INCLUDE  FILES: 


DSTNAM  -  WRITTEN  1/28/84 


CALLED  DIRECTLY  BY: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 

RQSTLK  -  DURING  START  UP  REQUEST  INITIATION  OF  ALL  LOCAL 

COMM  LINKS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


GETCON 

GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 

VAX-11  COBOL 

SUBROUTINE 

GETCON 

.COB 

VAX 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


CONSOLE-EVENT-BLOCK  =  RECRD 
INPUT-BUFFER  =  DSPLY  [X(80) ] 
NO-OF-CHARS  =  DSPLY  [9999] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS 

ERRSTS 

CONEVB 

ERRPRO 


CHKSTS. INC  —  CHECK  STATUS 

ERRSTS. INC  —  IISS  ERROR  CODES 

CONEVB. INC  —  CONSOLE  EVENT  BLOCK  DESCRIPTION 

PROCESS  ERROR  INCLUDE  FILE 


ROUTINES  CALLED: 


FREVTF 

ERRPRO 


CALLED  DIRECTLY  BY: 


GTINST  -  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

MTRSYS  -  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 

ACTIVE . 


USED  IN  MAIN  PROGRAM (S) : 


GTINST  -  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


GETDST 

DETERMINE  DEST  OF  THE  ORIG  MSG  WHOSE 

RESPONSE  HAS  TIMED  OUT 

VAX- 11  COBOL 

SUBROUTINE 

GETDST 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


CHANNEL-ID  =  DSPLY  [XXX] 
ORIGINAL -DEST  =  RECRD 
MONITOR-COMMON-BLOCK  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


DSTNAM  -  WRITTEN  1/28/84 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


CALLED  DIRECTLY  BY: 


MTRSYS  -  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 

ACTIVE . 

WTMESG  -  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GFOUP: 


GETTRM 

GET  THE  TERMINAL  ID  OF  THE  IISS  SYSTEM 
CONSOLE. 

VAX-11  COBOL 

SUBROUTINE 

GETTRM 

.COB 

VAX 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


CONSOLE-ID  =  DSPLY  [X (4 ) ] 
RET-STATUS  =  DSPLY  [X(5) ] 


ROUTINES  CALLED: 


SYS$TRNLOG 


CALLED  DIRECTLY  BY: 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


GRDINI 

INITIALIZE  THE  GUARANTEED  DELIVER/  TABLE. 

VAX-11  COBOL 

SUBROUTINE 

GRDINI 

.COB 

VAX 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


GUAR-DEL-TABLE  =  RECRD 
RET-CODE  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 

TBLGD  -  THE  GUARANTEED  DELIVERY  TABLE  IN  AN  APC  GLOBAL 

TABLE. 


3-87 


PS  629342100 
30  September  19S0 


NTM/MOMITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


GTENST 

PURPOSE  NOT  KNOWN 

VAX-11  COBOL 

SUBROUTINE 

GTTNST 

.COB 

NTM 

MONITOR 

NTMKON 


ACTIVE  CODE. 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  D3PLY  [X(2000) j 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  ^x(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCKN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
EVBLKS  -  EVBLKS  -  INCLUDE  FILE 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

READCN  -  INITIALIZE  A  CONSOLE  READ. 

WAIT01 

GETCON  -  GST  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 
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HTH/HONITOR  Module  Docusentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM- 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


HEXSTS 

CONVERT  INTEGER  VAX  STATUS  TO  HEXI DECIMAL . 

VAX-11  COBOL 

SUBROUTINE 

HEXSTS 

.COB 


MONITOR 

HTMHON 


DESCRIPTION: 


ARGUMENTS: 


INTEGER  =  DSPLY  [S9{9) ] 
HEX  =  DSPLY  [X(5) ] 


CALLED  DIRECTLY  BY: 


CNLCON  -  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE  REQUEST. 
INICON  -  INITIALIZE  TEE  CONSOLE  TERMINAL  INTERFACE. 

INTMTR  -  INITIALIZE  THE  MONITOR  WORKSTATION. 

RCVCON  -  RECEIVE  FROM  A  TERMINAL. 

SNDCON  -  SEND  TO  A  TERMINAL. 


USED  IN  MAIN  PROGRAM (S) : 


GTINST  -  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS • 

-  DURING  START  UP  REQUEST  INITIATION  OF  ALL  LOCAL 
COMM  LINKS. 


RQSTLK 
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NTH/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


HOSDSR 

PROCESSES  HOST  TERMINATING  MESSAGES 
DURING  SHUTDOWN. 

VAX-11  COBOL 
SUBROUTINE 
HOSDSR 
-COB 

NTM 

MONITOR 

NTMHON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032>] 
HOST-STATUS-TABLE  =  RE CRD 
AP-CLUSTER-STATUS-TABLE  =  RE CRD 
HOST-LINK-TABLE  =  RE CRD 
RET-STATU3  *  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKMSG 

IPCARG 

CHKSTS 

MTRCMN 

TBLHST 

TBLAPC 

HSTLNK 

EVBLKS 

MTRMBF 


CHKMSG-  INCLUDE  FILE 

IPCARGS  -  INCLUDE  FILE 

CHKSTS. INC  —  CHECK  STATUS 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

HSTLNK-  INCLUDE  FILE 

THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

HSTLNK-  INCLUDE  FILE 
EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


SDSTAT  -  PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 
TESDSR  -  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 

SHUTDOWN  PROCESSING. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/HONXTOR  Module  »on 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


HSTINI 

INITIALIZE  THE  HOST  STATUS  TABLE. 

VAX-11  COBOL 

SUBROUTINE 

HSTINI 

.COB 

NTH 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


HOST-STATUS-TABLE  =  RE CRD 
RET-CODE  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 


CALLED  DIRECTLY  BY: 

BLDTBL  -  POPULATE  THE  NTM  GLOBAL  TABLES. 

USED  IN  MAIN  PROGRAM (S) : 

-  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 
PROCESS. 


MONITR 
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MTW/MONITOR  Module  Eocumentatioc, 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


INICON 

INITIALIZE  THE  CONSOLE  TERMINAL  INTERFACE. 

VAX-11  COBOL 

SUBROUTINE 

INICON 

.COB 

VAX 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


PORT-NAME  =  DSPLY  [X(4) ] 
CONSOLE- EVENT-BLOCK  =  RE CRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


ERRSTS  -  ERRSTS . INC  —  IISS  ERROR  CODES 

CONEVB  -  CONEVB. INC  —  CONSOLE  EVENT  BLOCK  DESCRIPTION 


ROUTINES  CALLED: 


SYS$ASSIGN 

HEXSTS  -  CONVERT  INTEGER  VAX  STATUS  TO  HEXIDECIMAL. 


CALLED  DIRECTLY  BY: 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP 


INITAC 

INITIATE  AN  APC 

VAX-11  COBOL 

SUBROUTINE 

INITAC 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


INIT-APC-NAME  =  DSPLY  [X(3) ] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032}] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [ X ( 2 03 2 ) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

PRCTSR  -  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS  START 

UP. 

PRCSSR  -  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 

START  UP. 
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APCSTS  -  APC  START  DP  SUCCESSFUL  PROCESSING. 

APCSTF  -  HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON  IT'S 

START  UP. 


CALLED  DIRECTLY  BY: 


LKTOCN  -  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL  NODE 

(VAX)  IN  THE  IISS. 

STLOAC  -  PROCEDURE  TO  START  ALL  LOCAL  aPC'S  AT  START  UP. 

STRTAC  -  PROCEDURE  TO  START  AN  APC  PER  OPERTOR  COMMAND. 

STRTUP  -  HANDLE  IISS  START  UP  PROCESSING. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 
NAME:  INITAE 

PURPOSE:  INITIALIZE  ASYCHR0N0U3  EVENTS. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  INITAE 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
HOST-STATUS-TABLE  =  RECRD 
AP -CLUSTER-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
MBX-RCV-E VENT- BLOCK  =  DSPLY  [X(2032)] 
MBX-SNB- EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) 1 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X(5) ] 

INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE -  A  HOST  GLOBAL 

TABLE. 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

ROUTINES  CALLED: 


READCN  -  INITIALIZE  A  CONSOLE  READ. 

RCVMSG 

DSPERR  -  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 

CONSOLE. 

SNDCON  -  SEND  TO  A  TERMINAL. 

CALLED  DIRECTLY  BY: 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 

USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


INTMTR 

INITIALIZE  THE  MONITOR  WORKSTATION. 

VAX-11  COBOL 

SUBROUTINE 

INTMTR 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [ X ( 2  0 3  2 ) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)  ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
MESSAGE-CATEGORY-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
DIRECTORY-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
LOGNAM 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

TBLCAT  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLDIR  -  THE  DIRECTORY  TABLE  IS  A  HOST  GLOBAL  TABLE. 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


CRTMBX 

LOGINI  -  INITIALIZE  THE  LOGON  TABLE. 
BLDTBL  -  POPULATE  THE  NTM  GLOBAL  TABLES. 
CRTPRC 
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PRCTSR  -  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS  START 

UP. 

PRCSSR  -  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 

START  UP. 

APCSTS  -  APC  START  UP  SUCCESSFUL  PROCESSING. 

SENDHG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

HEXSTS  -  CONVERT  INTEGER  VAX  STATUS  TO  HEXIDECIMAL. 
SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


LFSDSR 

HANDLE  LINK  FAILED  STATUS  RETURN  AT 
SHUTDOWN. 

VAX-11  COBOL 
SUBROUTINE 
LFSDSR 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  «  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
LINK-STATUS -TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  «  DSPLY  [X(5) ] 

INCLUDE  FILES: 


CHKMSG  -  CHKMSG-  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


SDSTAT  -  PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 
TESDSR  -  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 

SHUTDOWN  PROCESSING. 

USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


LKTOCN 

ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL 

NODE  (VAX)  IN  THE  II 

VAX-11  COBOL 

SUBROUTINE 

LKTOCN 

.COB 


NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  *  DSPLY  [X(2000) ) 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)) 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
AP-CLUSTER-STATUS-TABLE  -  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  »  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS 

SNDARG 

IPCARG 

MTRCMN 

EVBLKS 

TBLAPC 

TBLHST 

TBLLST 

TBLLOG 

HSTLNK 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 


SNDARG  -  INCLUDE  FILE 
IPCARGS  -  INCLUDE  FILE 
****  PURPOSE  NOT  FOUND 
EVBLKS  -  INCLUDE  FILE 
THIS  IS  THE  APC  STATUS 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
MTRCMN  -  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
****  PURPOSE  NOT  FOUND 


BY  STRIPPER  **** 
TABLE....  A  HOST  GLOBAL 

BY  STRIPPER  **** 


ROUTINES  CALLED: 


INITAC  -  INITIATE  AN  APC. 

PRSLKR  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES  AT 

IISS  START  UP. 

WTHOAV  -  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 

CENTRAL  NODE. 

DSPERR  -  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
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CONSOLE. 

SENDHG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  ZISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 

STRTOP  -  HANDLE  IISS  START  UP  PROCESSING. 

USED  IN  MAIN  PROGRAM  (S)  : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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KSf/MOKHOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


L0G3MI 

INITIALIZE  THE  LOGON  TABLE. 

VAX-11  COBOL 

SUBROUTINE 

LOGINI 

.COB 

NTH 

MONITOR 

NTHMON 


DESCRIPTION: 


ARGUMENTS: 


LOGON-TABLE  =  RE  CRD 
RFT— CODE  = 


INCLUDE  FILES: 


SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 
TBLLOG  -  MTRCMN  -  INCLUDE  FILE 


CALLED  DIRECTLY  BY: 

INTMTR  -  INITIALIZE  THE  MONITOR  WORKSTATION. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTW/M0HIT0R  Module  Docmsentation 


NAME: 

PURPOSE: 


LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


LOGTBL 

TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON 
TABLE. 

VAX-11  COEOL 
SUBROUTINE 
LOGTBL 
.COB 


NTH 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


LOGON-TABLE  =  RE  CRD 
FUNCTION-CODE  =  DSPLY  [X(2)j 
SEARCH-FIELD  =  DSPLY  [X(30) ] 
SEARCH-VALUE  =  DSPLY  [X(72) ] 
SEARCH-START-FLAG  =  DSPLY  [X] 
TABLE-INDEX  =  DSPLY 
TABLE-ENTRY-BUFFER  =  DSPLY  [X(72)] 
RET-CODE  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


FILERR  -  THE  NTM  QUEUE  ERROR  FILE. 
SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 
TBLLOG  -  MTRCMN  -  INCLUDE  FILE 


ROUTINES  CALLED: 


ASCTIM 

MBXLOG 


CALLED  DIRECTLY  BY: 


MESGCR  -  HANDLE 
MESGLO  -  HANDLE 
MESGOF  -  HANDLE 
MESGXU  -  HANDLE 


CHANGE  ROLE  MESSAGES. 
LOGON  MESSAGES. 

LOGOFF  MESSAGES. 
GETUSR  MESSAGES. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTH/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


LOGTSK 

LOG  THE  MESSAGE  IN  THE  MESSAGE  LOG  FILE. 

VAX-11  COBOL 

PROGRAM 

LOGTSK 

.COB 

VAX 

NTH 

MONITOR 

NTHMON 


DESCRIPTION: 


INCLUDE  FILES: 


RETSTR  -  THE  APIS  COMMON  LOCAL  DATA  FOR  ERROR-RETURNS. 
LOGDAT 

ERRPRO  -  PROCESS  ERROR  INCLUDE  FILE 


ROUTINES  CALLED: 


ERRPRO 

CRTMBX 

RCVMSG 

WAIT01 

GETMSG 

DELMBX 
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l^I/MONITOR  Module  Documentation 
NAME:  LSDONE 

PURPOSE:  PROCESS  THE  completion  of  the  shutdown 

LINK  COMMAND. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  LSDONE 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X (2000) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 

INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CWHSG  -  CHKMSG-  INCLUDE  FILE 

MVRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

SNHOSD  -  SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION  MESSAGE 

TO  A  LOCAL  MPU. 

CALLED  DIRECTLY  BY: 


MESGLF  -  HANDLE  A  LINK  FAILED  MESSAGE. 
MESGTE  -  PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/M0NIT0R  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


LSTINI 

INITIALIZE  THE  LINK  STATUS  TABLE. 

VAX-11  COBOL 

SUBROUTINE 

LSTINI 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


LINK-STATUS-TABLE  =  RECRD 
RET-CODE  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


SYSERR  -  SYSTEM  ERROR  CODE  DEFINITIONS. 

TBLLST  -  HSTLNK-  INCLUDE  FILE 


CALLED  DIRECTLY  BY: 

BLDTBL  -  POPULATE  THE  NTM  GLOBAL  TABLES. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGAA 

HANDLE  ACTIVE  AP  LIST  MESSAGES. 

VAX-11  COBOL 

SUBROUTINE 

MESGAA 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X{2032)] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

DADONE  -  COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 

CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGAI 

PROCESS  AP  INTERFACE  ERROR  MESSAGES. 

VAX-11  COBOL 

SUBROUTINE 

MESGAI 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGAM 

HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT'S 
CHILD  AP  MESSAGE. 

VAX- 11  COBOL 
SUBROUTINE 
MESGAM 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME:  MESGCE 

PURPOSE:  PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  MESGCE 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  «  DSPLY  £X(2000)] 
MBX-RCV-EVENT-BLOCK  *  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT=BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS -TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  «  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE . 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
SCDQHE  -  COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
SNDSON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


PRCMSG  -  PROCESS  MESSAGE. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGCR 

HANDLE  CHANGE  ROLE  MESSAGES. 

VAX-11  COBOL 

SUBROUTINE 

MESGCR 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  «  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  *  DSPLY  [X(2032) ] 
LOGON-TABLE  =  RECRD 
RET-STATUS  »  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


LOGTBL  -  TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON  TABLE. 
SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGCT 

HANDLE  APC  TERMINATED  MESSAGES. 

VAX-11  COBOL 

SUBROUTINE 

MESGCT 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  «  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X (2032 ) ] 
CONSOLE-EVENT-BLOCK  »  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS -TABLE  =  RECRD 
LINK-STATUS-TABLE  »  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

CHKAPC  -  CHKSTS. INC  —  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


PRCMSG  -  PROCESS  MESSAGE. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  TKE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGHA 

PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED 

FROM  REMOTE  MONITOR 

VAX-11  COBOL 

SUBROUTINE 

MESGHA 

.COB 

NTM 

MONITOR 

NTMKON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKMSG 

CHKSTS 

TBLAPC 

HSTLNK 

TBLHST 

MTRCMN 

EVBLKS 

MTRMBF 


CHKMSG-  INCLUDE  FILE 
CHKSTS. INC  —  CHECK  STATUS 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


CALLED  DIRECTLY  BY: 


PRCMSG  -  PROCESS  MESSAGE. 

WTHOAV  -  PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 

CENTRAL  NODE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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KTH/MONITOR  Module  Documentation 
NAME:  MESiar 

PURPOSE:  HANDLE  HOST  TERMINATED  MESSAGES. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  MESGHT 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTH 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMHON 

DESCRIPTION: 

ARGUMENTS: 

MONITOR-COHMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
HBX-RCV-EVENT-BLOCK  =  DSPLY  [X (2032)1 
MBX-SND-EVENT-BLOCX  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  £X(2032) ] 
TIHER-E7ENT-BL0CK  =  DSPLY  [X(80)  ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 

INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CEKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ***••  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
ROUTINES  CALLED: 


SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
SNDCON  -  SEND  TO  A  TERMINAL. 

CALLED  DIRECTLY  BY: 


PRCMSG  -  PROCESS  MESSAGE. 
USED  IN  MAIN  PROGRAM (S) : 


hONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


HESGLA 

PROCESS  A  LINK  ACTIVE  MESSAGE. 

VAX-11  COBOL 

SUBROUTINE 

HESGLA 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RE CRD 
HOST-STATUS-TABLE  =  RE CRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS 

IPCARG 

CHKMSG 

MTRCMN 

EVBLKS 

TBLAPC 

TBLHST 

TBLLST 

HSTLNK 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 
IPCARGS  -  INCLUDE  FILE 
CHKMSG-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  INCLUDE  FILE 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SLDONE  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
STLNKS  -  START  LINK  SUCCESSFUL  PROCESSING. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGLF 

HANDLE  A  LINK  FAILED  MESSAGE. 

VAX-11  COBOL 

SUBROUTINE 

MESGLF 

•  COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS 

IPCARG 

CHKMSG 

MTRCMN 

EVBLKS 

TBLAPC 

TBLHST 

TBLLST 

HSTLNK 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 
IPCARGS  -  INCLUDE  FILE 
CHKMSG-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  INCLUDE  FILE 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 

SLDONE  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 

LSDONE  -  PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN  LINK 

COMMAND. 

SNDCON  -  SEND  TO  A  TERMINAL. 

SNHOSD  -  SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION  MESSAGE 

TO  A  LOCAL  MPU. 
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CALLED  DIRECTLY  BY: 

PRCMSG  • -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


MESGLO 

HANDLE  LOGON  MESSAGES. 

VAX-11  COBOL 

SUBROUTINE 

MESGLO 

.COB 

NTM 

MONITOR 

NTMMON 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
LOGON-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

SNDARG  -  SNDARG  -  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 
TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


LOGTBL  -  TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON  TABLE. 
SNDCON  -  SEND  TO  A  TERMINAL. 

SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IJSS 

COMPONENT. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGLV 

HANDLE  APC  ALIVE  MESSAGE. 

VAX-11  COBOL 

SUBROUTINE 

MESGLV 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)j 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STEPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 

CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGMQ 

HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 

VAX-11  COBOL 

SUBROUTINE 

MESGMQ 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  *  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


ME S GMT 

HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 
EXPIRED  MESSAGE. 

VAX-11  COBOL 
SUBROUTINE 
MESGMT 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  «  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGNL 

HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN 
MESSAGE. 

VAX-11  COBOL 
SUBROUTINE 
MESGNL 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  -  RECRD 
MESSAGE-BUFFER  -  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  »  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


IPCARG 

CHKMSG 

MTRCMN 

EVBLKS 

MTRMBF 


IPCARGS  -  INCLUDE  FILE 
CHKMSG-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGNP 

PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 

VAX-11  COBOL 

SUBROUTINE 

MESGNP 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  -  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


MESGOF 

HANDLE  LOGOFF  MESSAGES. 

VAX-11  COBOL 

SUBROUTINE 

MESGOF 

.CCB 

NTM 

MONITOR 

NTMMON 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
LOGON-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


LOGTBL  -  TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON  TABLE. 
SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/HONITOR  Module  Documentation 


NAME:  MESGPE 

PURPOSE:  HANDLE  MPU  PROCESS!  3  ERROR  MESSAGE  FROM 

AN  APC. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  MESGPE 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTH 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTHKON 

DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)J 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


PRCMSG  -  PROCESS  MESSAGE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Bocucentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGRE 

HANDLE  A  RECOVERABLE  ERROR  MESSAGE  FROM 
AN  MPU. 

VAX-11  COBOL 
SUBROUTINE 
MESGRE 
.COB 

KTM 

MONITOR 

NTMHON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 


3-129 


PS  620342100 
30  September  1990 


NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGRU 

HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM 
AN  MPU. 

VAX-11  COBOL 
SUBROUTINE 
MESGRU 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTH/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGSE 

DISPLAY  SIGERR  MESSAGES  AT  OP  CONSOLE. 

VAX-11  COBOL 

SUBROUTINE 

MESGSE 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGSH 

HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

VAX-11  COBOL 

SUBROUTINE 

MESGSH 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS -TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) j 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE . 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 

CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGTE 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

VAX- 11  COBOL 

SUBROUTINE 

MESGTE 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X{2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032 ) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS -TABLE  =  RECRD 
HOST-STATUS -TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKMSG  -  CHKMSG-  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SHTDWN 

SCDONE 

SLDONE 

LSDONE 

DADONE 

SNDCON 


MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN  LINK 
COMMAND. 

COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 
SEND  TO  A  TERMINAL. 
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CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY : 
DOCUMENTATION  GROUP: 


MESGUA 

PROCESS  APC  TABLE  UPDATE  MESSAGES. 

VAX-11  COBOL 

SUBROUTINE 

MESGUA 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
AP-CLUSTER-STATUS -TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKMSG  -  CHKMSG-  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


MESGUH 

PROCESS  HOST  STATUS 

VAX-11  COBOL 

SUBROUTINE 

MESGUH 

.COB 

NTM 

MONITOR 

NTMMON 


TABLE  UPDATE  MESSAGES. 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X (2000) ] 
HOST-STATUS-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKMSG  -  CHKMSG-  INCLUDE  FILE 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S ) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


MESGUT 

HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM 
AN  APC. 

VAX-11  COBOL 
SUBROUTINE 
MESGUT 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BJjOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLV  [X(2000)] 
CONSOLE-EVENT-2IOCK  =  DSPLY  [X (2032 ) ] 
RET-STATUS  =  DSPL*  [X(5) ] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKM3G  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 

CALLED  DIRECTLY  BY: 

PRCMSG  -  PROCESS  MESSAGE. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  TH'S  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  MESGXU 

PURPOSE:  HANDLE  GETUSR  MESSAGES. 

LANGUAGE:  VAX-11  CCSOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  MESGXU 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  *  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  *  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
LOGON-TABLE  =  RECRD 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

SNDARG  -  SNDARG  -  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 


ROUTINES  CALLED: 


LOGTBL  -  TABLE  MANAGEMENT  FUNCTIONS  FOR  THE  LOGON  TABLE. 
SNDMSG 

SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


PRCMSG  -  PROCESS  MESSAGE. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


MONITR 

MAIN  PROCEDURE  OF  THE 
PROCESS . 

VAX-11  COBOL 
PROGRAM 
MONITR 
.COB 

NTM 

MONITOR 

NTMMON 


MONITOR  APPLICATION 


INCLUDE  FILES: 


TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

TBLCAT  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLDIR  -  THE  DIRECTORY  TABLE  IS  A  HOST  GLOBAL  TABLE. 

LOGSEL  -  STRUCTURE  FOR  SELECTIVE  LOGGING  INFORMATION.. 

KEPT  IN  GLOBAL. 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

MONLOG 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

ERRPRO  -  PROCESS  ERROR  INCLUDE  FILE 


ROUTINES  CALLED: 


GETTRM 

INICON 

CGSHST 

INTMTR 

STRTUP 

INITAE 

MTRSYS 

SDMNTR 

SNDMSG 

RELEVB 

ENDRUN 

ERRPRO 


GET  THE  TERMINAL  ID  OF  THE  IISS  SYSTEM  CONSOLE. 
INITIALIZE  THE  CONSOLE  TERMINAL  INTERFACE. 
CREATE  AND  MAP  MONITOR  GLOBAL  TABLES. 

INITIALIZE  THE  MONITOR  WORKSTATION. 

HANDLE  IISS  START  UP  PROCESSING. 

INITIALIZE  ASYCHRONOUS  EVENTS. 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 
ACTIVE. 

UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE  MONITOR 
APC. 
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NTM/MONITOR  Module  Documentation 


NAME:  KTRGEN 

PURPOSE:  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  PROGRAM 

SOURCE  FILE:  KTRGEN 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTH 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


INCLUDE  FILES: 


BASYSG  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
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NTH/MONITOR  Module  Docunentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


HTRSYS 

CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE 
IT  IS  ACTIVE. 

VAX-11  COBOL 
SUBROUTINE 
KTRSYS 
•  COB 

NTH 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RE CRD 
LOG-SELECT-STR  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 

HF  !-RCV-E VENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE— EVENT— BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RE CRD 
HOST-STATUS-TABLE  =  RE CRD 
LINK-STATUS-TABLE  =  RE CRD 
LOGON-TABLE  =  RE CRD 
HOST-LINK-TABLE  =  RE CRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS .INC  —  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

LOGSEL  -  STRUCTURE  FOR  SELECTIVE  LOGGING  INFORMATION. . 

KEPT  IN  GLOBAL. 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


DSPERR 

WAIT03 


DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 
CONSOLE. 
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PRCMSG  -  PROCESS  MESSAGE. 

RCVMSG 

READCN  -  INITIALIZE  A  CONSOLE  READ. 

GETMSG 

MBXLOG 

SNDCON  -  SEND  TO  A  TERMINAL. 

PRCTMR  -  HANDLE  A  TIMER  EVENT  DURING  NORMAL  SYSTEM 

PROCESSING. 

GETCON  -  GET  A  MESSAGE  RECEIVED  FROM  A  TERMINAL. 

PRCCON  -  PROCESS  CONSOLE  INPUT. 

GETDST  -  DETERMINE  DEST  OF  THE  ORIG  MSG  WHOSE  RESPONSE 

HAS  TIMED  OUT. 


CALLED  DIRECTLY  BY: 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 


3-144 


PS  620342100 
30  September  1990 


NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


PRCCON 

PROCESS  CONSOLE  INPUT. 

VAX-11  COBOL 

SUBROUTINE 

PRCCON 

.COB 

NTM 

MONITOR 

NTMMON 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RE CRD 
LOG-SELECT-STP  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS -TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

LOGSEL  -  STRUCTURE  FOR  SELECTIVE  LOGGING  INFORMATION. . 

KEPT  IN  GLOBAL. 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 
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CALLED  DIRECTLY  BY: 


MTRSYS  -  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 

ACTIVE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


PRCMSG 

PROCESS  MESSAGE. 

VAX-11  COBOL 

SUBROUTINE 

PRCMSG 

.COB 

NTM 

MONITOR 

NTMMON 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  -  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKMSG  -  CHKMSG-  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


MESGSH 

MESGSE 

MESGLV 

MESGCT 

MESGCE 

MESGHT 

MESGUA 


HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

DISPLAY  SIGERR  MESSAGES  AT  OP  CONSOLE. 
HANDLE  APC  ALIVE  MESSAGE. 

HANDLE  APC  TERMINATED  MESSAGES. 

PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  HOST  TERMINATED  MESSAGES. 

PROCESS  APC  TABLE  UPDATE  MESSAGES. 
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MESGUH  -  PROCESS  HOST  STATUS  TABLE  UPDATE  MESSAGES. 

MESGHA  -  PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED  FROM 

REMOTE  MONITOR  AP 

MESGAA  -  HANDLE  ACTIVE  AP  LIST  MESSAGES. 

MESGLA  -  PROCESS  A  LINK  ACTIVE  MESSAGE. 

MESGLF  -  HANDLE  A  LINK  FAILED  MESSAGE. 

MESGTE  -  PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

MESGLO  -  HANDLE  LOGON  MESSAGES. 

MESGOF  -  HANDLE  LOGOFF  MESSAGES. 

MESGCR  -  HANDLE  CHANGE  ROLE  MESSAGES. 

MESGXU  -  HANDLE  GETUSR  MESSAGES. 

MESGMT  -  HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 

EXPIRED  MESSAGE. 

MESGNP  -  PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 

MESGPE  -  HANDLE  MPU  PROCESSING  ERROR  MESSAGE  FROM  AN  APC. 

MESGUT  -  HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM  AN  APC. 

MESGMQ  -  HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 

MESGAM  -  HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT'S  CHILD 

AP  MESSAGE. 

MESGNL  -  HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN  MESSAGE. 

MESGAI  -  PROCESS  AP  INTERFACE  ERROR  MESSAGES. 

MESGRE  -  HANDLE  A  RECOVERABLE  ERROR  MESSAGE  FROM  AN  MPU. 

MESGRU  -  HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM  AN 

MPU. 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


MTRSYS  -  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 

ACTIVE. 

PRCSSR  -  PROCESS  APC  START  UP  STATUS  RETURN  AT  IISS 

START  UP. 

PRCTSR  -  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS  START 

UP. 

PRSLKR  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES  AT 

IISS  START  UP. 

SDMNTR  -  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE  MONITOR 

APC. 

WTHOAV  -  PROCESS  AHOST  AVAILABLE  MESSAGE  FROM  THE 

CENTRAL  NODE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  PRCSSR 

PURPOSE:  PROCESS  APC  START  UP  STATUS  RETURN  AT 

IISS  START  UP. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  PRCSSR 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


INIT-APC-NAME  =  DSPLY  [XXX] 
MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-S'TATUS-TABLE  =  RECRD 
HOST-STATUS -TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


RCVMSG 

SETTIM 

WAIT02 
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CNLTIM 

PRCMSG  -  PROCESS  MESSAGE. 
GETMSG 


CALLED  DIRECTLY  BY: 


INITAC  -  INITIATE  AN  APC. 

INTMTR  -  INITIALIZE  THE  MONITOR  WORKSTATION. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


PRCTMR 

HANDLE  A  TIMER  EVENT 
PROCESSING. 

VAX-11  COBOL 
SUBROUTINE 
PRCTMR 
.COB 

NTM 

MONITOR 

NTMMON 


DURING  NORMAL  SYSTEM 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS -TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


MTRSYS  -  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 

ACTIVE . 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME:  PRCTSR 

PURPOSE:  PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS 

START  UP. 

LANGUAGE:  VAX- 11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  PRCTSR 

SOURCE  FILE  TYPE:  .COB 

HOST  l 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


INIT-APC-NAME  =  DSPLY  [XXX] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  -  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS -TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


RCVMSG 

SETTIM 

WAIT02 

CNLTIM 
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SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

PRCMSG  -  PROCESS  MESSAGE. 

GETMSG 


CALLED  DIRECTLY  BY: 


TNT'FAP  —  TNT'TTA'TP  AW  APP 

INTMTR  -  INITIALIZE  THE  MONITOR  WORKSTATION. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  PRSLKR 

PURPOSE:  PROCESS  START  LINK  STATUS  RETURN  MESSAGES 

AT  IISS  START  UP. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  PRSLKR 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


START-LINK-COUNT  =  DSPLY  [9] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)J 
CONSOLE -EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) J 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


WTMESG  -  GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 

PRCMSG  -  PROCESS  MESSAGE. 

STLNKF  -  START  COMM  LINK  FAILED  PROCESSING. 

STLNKS  -  START  LINK  SUCCESSFUL  PROCESSING. 
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CALLED  DIRECTLY  BY: 


LKTOCN  -  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL  NODE 

{VAX)  Ilf  THE  IIS S. 


USED  IN  MAIN  PROGRAM(S)  : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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KTM /MONITOR  Module  Docimentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


RCVCON 

RECEIVE  FROM  A  TERMINAL. 

VAX-11  COBOL 

SUBROUTINE 

RCVCON 

.COB 

VAX 

KTM 

MONITOR 

FTHMON 


DESCRIPTION: 


ARGUMENTS: 


CONSOLE-EVENT-BLOCK  =  RE CRD 
EVENT-NUMBER  =  DSPLY  [99] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


ERRSTS  -  ERRSTS . INC  —  IISS  ERROR  CODES 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

CONEVB  -  CONEVB . INC  —  CONSOLE  EVENT  BLOCK  DESCRIPTION 

ERRPRO  -  PROCESS  ERROR  INCLUDE  FILE 


ROUTINES  CALLED: 


LIB$GET_EF 

HEXSTS  -  CONVERT  INTEGER  VAX  STATUS  TO  HEXIDECIMAL. 

SYS$QIO 

ERRPRO 


CALLED  DIRECTLY  BY: 

READCN  -  INITIALIZE  A  CONSOLE  READ. 


USED  IN  MAIN  PROGRAM (S) : 


GTINST  -  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


READCN 

INITIALIZE  A  CONSOLE  READ. 

VAX-11  COBOL 

SUBROUTINE 

READCN 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)J 
CONSOLE-EVENT-BLOCK  =  DS  PLY  [ X ( 2  0  3  2 ) ] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 
RCVCON  -  RECEIVE  FROM  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


GTINST  -  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

INITAE  -  INITIALIZE  ASYCHRONOUS  EVENTS. 

MTRSYS  -  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 

ACTIVE. 


USED  IN  MAIN  PROGRAM (S) : 


GTINST  -  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  RQACSD 

PURPOSE:  REQUEST  THE  SHUTDOWN  OF  AN  APC. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE :  SUBROUTINE 

SOURCE  FILE:  RQACSD 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


SHUTDOWN-APC-NAME  =  DSPLY  [X (3) ] 
MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


SNDARG  -  SNDARG  -  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE * 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESS/  SE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


SDALCP  -  REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT  APC'S  ON 

THE  HOST. 

SDALNC  -  REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS  ON  THE 

SYSTEM. 

SDNAPC  -  SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


RQRHSD 

REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 

VAX- 11  COBOL 

SUBROUTINE 

RQRHSD 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


SHUTDOWN-HOST-NAME  =  DSPLY  [X(3)] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X{2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


SNDARG  -  SNDARG  -  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSL  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


SDALRH  -  REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 
USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


RQSTLK 

DURING  START  UP  REQUEST  INITIATION  OF  ALL 
LOCAL  COMM  LINKS. 

VAX-11  COBOL 
SUBROUTINE 
RQSTLK 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


START-LINK-COUNT  =  DSPLY  [9] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSCLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) 3 


INCLUDE  FILES: 


IPCARG 

CHKSTS 

SNDARG 

MTRCMN 

EVBLKS 

TBLHST 

TBLLST 

HSTLNK 

MTRMBF 


IPCARGS  -  INCLUDE  FILE 
CHKSTS. INC  —  CHECK  STATUS 
SNDARG  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  INCLUDE  FILE 

HSTLNK-  INCLUDE  FILE 

HSTLNK-  INCLUDE  FILE 

HSTLNK-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

STLNKF  -  START  COMM  LINK  FAILED  PROCESSING. 
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NTM/MONITOR  Module  Documentation 


NAME:  SCDONE 

PURPOSE:  COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  SCDONE 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS -TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE . 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNACUP  -  SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE  HOSTS. 
SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


MESGCE  -  PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
MESGTE  -  PROCESS  TIMEOUT  EXPIRED  MESSAGES. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


SDALCP 

REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT 
APC'S  ON  THE  HOST. 

VAX- 11  COBOL 
SUBROUTINE 
SDALCP 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS -TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS.INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

EV3LKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


RQACSD  -  REQUEST  THE  SHUTDOWN  OF  AN  APC. 
SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


SDALNC 

REQUEST  THE  SHUTDOWN 
ON  THE  SYSTEM. 

VAX- 11  COBOL 
SUBROUTINE 
SDALNC 
•  COB 

NTM 

MONITOR 

NTMMON 


OF  ALL  REMOTE  HOSTS 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
AP-CLUSTER-STATUS -TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

CHKAPC  -  CHKSTS. INC  —  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 

TABLE. 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


RQACSD  -  REQUEST  THE  SHUTDOWN  OF  AN  APC. 
SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


SDRHNC  -  REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE  HOSTS  AND 

THIER  APC'S. 

SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE : 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


SDALRH 

REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 

VAX-11  COBOL 

SUBROUTINE 

SDALRH 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(20321] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(203;.  ' 

HOST-STATUS -TABLE  =  RECRD 
HOST'-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


RQRHSD  -  REQUEST  THE  SHUTDOWN  OF  A  REMOTE  \3T. 
SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


SDRHNC  -  REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE  HOSTS  AND 

THIER  APC  *  S . 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


SDCNCL 

CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

VAX-11  COBOL 

SUBROUTINE 

SDCNCL 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80)] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS 

IPCARG 

SNDARG 

MTkCMN 

EVBLKS 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 
IPCARGS  -  INCLUDE  FILE 
SNDARG  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

CNLTIM 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


SDLINK 

START  A  COMM  LINK 

VAX- 11  COBOL 

SUBROUTINE 

SDLINK 

.COB 

NTM 

MONITOR 

NTMMON 


PER  OPERATOR  COMMAND. 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
LINK-STATUS-TABLE  =  RECRD 
HOST- LINK-TABLE  *  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 
SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

XLSCMD  -  SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 

USED  IN  MAIN  PROGRAM (S): 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  SDMNTR 

PURPOSE:  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE 

MONITOR  APC. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  SDMNTR 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT- BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  »  DSPLY  [X (80) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS -TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  *  RECRD 
MESSAGE-CATEGORY-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)j 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 
OHKMSG  -  CHKMSG-  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS'  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

TBLCAT  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

SNDCON  -  SEND  TO  A  TERMINAL. 
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DEI«BX 

CNLCON  -  CANCEL  AN  OUTSTANDING  TERMINAL  RECEIVE  REQUEST. 

SETTJM 

RCVMSG 

WAIT02 

CNLTIM 

GETHSG 

PRCMSG  -  PROCESS  MESSAGE. 


CALLED  DIRECTLY  BY: 


MONITR  -  MAIN  PROCEDURE  C?  THE  MONITOR  APPLICATION 

PROCESS. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM /MONITOR  Module  DocuEentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


SDNAPC 

SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 

VAX-11  COBOL 

SUBROUTINE 

SDNAPC 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(20G0)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS 

CHKAPC 

IPCARG 

SNDARG 

MTRCMN 

TBLAPC 

TBLHST 

HSTLNK 

EVBLKS 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 
CHKSTS . INC  —  CHECK  STATUS 
IPCARGS  -  INCLUDE  FILE 
SNDARG  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SFND  TO  A  TERMINAL. 

RQACSD  -  RECUEST  THE  SHUTDOWN  OF  AN  APC. 

SNACUP  -  SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE  HOSTS. 


CALLED  DIRECTLY  BY: 

XSCCMD  -  SHUTDOWN  AN  APC  PER  OPERATO) .  COMMAND. 
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USED  IN  MAIN  PROGRAH(S)  : 


HONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTH/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


SDRHNC 

REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE 

HOSTS  AND  THIER  APC'S 

VAX-11  COBOL 

SUBROUTINE 

SDRHNC 

.COB 

NTH 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 

MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS 

IPCARG 

MTRCMN 

TBLAPC 

TBLHST 

TBLLST 

HSTLNK 

EVBLKS 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 
IPCARGS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 

SDALRH  -  REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 

SDALNC  -  REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS  ON  THE 

SYSTEM. 


CALLED  DIRECTLY  BY: 


SHTDWN 


-  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 


3-173 


PS  620342100 
30  September  1990 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS „ 
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NTM/MON ITOR  Module  Documentation 


NAME:  SDSTAT 

PURPOSE:  PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  SDSTAT 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS -TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)j 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


HOSDSR  -  PROCESSES  HOST  TERMINATING  MESSAGES  DURING 

SHUTDOWN. 

ACSDSR  -  HANDLES  APC  TERMINATING  MESSAGES  AT  SHUTDOWN. 

LFSDSR  -  HANDLE  LINK  FAILED  STATUS  RETURN  AT  SHUTDOWN. 

TESDSR  -  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 

SHUTDOWN  PROCESSING. 


CALLED  DIRECTLY  BY: 


SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


SENDMG 

FORMAT  AIJD  SEND  A  MESSAGE  TO  ANOTHER  IISS 
COMPONENT. 

VAX-11  COBOL 
SUBROUTINE 
SENDMG 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
SND-MSG-DEST  =  DSPLY  [X(12)] 
SND-DEST-APC  =  DSPLY  [X(3)J 
SND-MSG-TYPE  =  DSPLY  [XX] 

SND-MSG-CAT  =  DSPLY  [X] 

SND-MSG-DATA  =  DSPLY  [X(200) ] 
SND-DATA-LEN  =  DSPLY  [X (4) ] 

RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

FMTHDR  -  FMTHDR  -  INCLUDE  FILE 

CHKSTS  -  CHKSTS . INC  --  CHECK  STATUS 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

SNDARG  -  SNDARG  -  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 


ROUTINES  CALLED: 


GETCHL  -  GET  THE  THE  CHANNEL  ID  FOR  A  MESSAGE  TO  BE  SENT. 
SNDMSG 


CALLED  DIRECTLY  BY: 


DSPACT 

INITAC 

INTMTR 

LFSDSR 

LKTOCN 

MESGLO 

MESGXU 

PRCTSR 


SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN  APC. 
INITIATE  AN  APC. 

INITIALIZE  THE  MONITOR  WORKSTATION. 

HANDLE  LINK  FAILED  STATUS  RETURN  AT  SHUTDOWN. 
ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL  NODE 
(VAX)  IN  THE  IISS. 

HANDLE  LOGON  MESSAGES. 

HANDLE  GETUSR  MESSAGES. 

PROCESS  APC  TABLE  STATUS  REQUESTS  AT  IISS  START 
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RQACSD 

RQRHSD 

RQSTLK 

SDCNCL 

SDLINK 

SDMNTR 

SNACUP 

SNHOAC 

SNHOAV 

SNHOSD 

STLINK 

STNTCM 

TELUSR 

TRNTCM 


USED  IN  MAIN 


MONITR 

RQSTLK 


UP. 

-  REQUEST  THE  SHUTDOWN  OF  AN  APC. 

-  REQUEST  THE  SHUTDOWN  OF  A  REMOTE  HOST. 

-  DURING  START  UP  REQUEST  INITIATION  OF  ALL  LOCAL 

COMM  LINKS. 

-  CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

-  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

-  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE  MONITOR 

APC. 

-  SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE  HOSTS. 

-  SEND  A  'HOST  ACTIVE'  MESSAGE  TO  A  LOCAL  APC'S 

MPU. 

-  SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE  REMOTE 

HOST'S  MONITOR  AP. 

-  SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION  MESSAGE 

TO  A  LOCAL  MPU. 

-  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

-  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 

START  UP. 

-  NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 

TIME-TIL-SHUTDOWN  MINUTES 

-  SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 


PROGRAM (S) : 


-  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 

-  DURING  START  UP  REQUEST  INITIATION  OF  ALL  LOCAL 

COMM  LINKS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


SHTDWN 

MAIN  PROCEDURE  FOR 

VAX- 11  COBOL 

SUBROUTINE 

SHTDWN 

.COB 

NTM 

MONITOR 

NTMMON 


SHUTDOWN  PROCESSING. 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X (80) ] 
AP-CLUSTER-STATUS -TABLE  =  RECRD 
HOST-STATUS -TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS 

MTRCMN 

EVBLKS 

TBLAPC 

TBLHST 

TBLLST 

HSTLNK 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  INCLUDE  FILE 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE . 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


TELUSR 

SDALNC 

SDRHNC 

SDSTAT 

TRNTCM 

SDALCP 


NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 
TIME-TIL-SHUTDOWN  MINUTES 
REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS  ON  THE 
SYSTEM. 

REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE  HOSTS  AND 
THIER  APC'S. 

PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 

SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 

REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT  APC’S  ON 
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THE  HOST. 

DSPERR  -  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 

CONSOLE . 


CALLED  DIRECTLY  BY: 


MESGCE 

MESGHT 

MESGLF 

MESGSH 

MESGTE 

PRCTMR 

XSDCMD 


PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 
HANDLE  HOST  TERMINATED  MESSAGES. 

HANDLE  A  LINK  FAILED  MESSAGE. 

HANDLE  A  SHUTDOWN  HOST  MESSAGE. 

PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

HANDLE  A  TIMER  EVENT  DURING  NORMAL  SYSTEM 
PROCESSING. 

EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


SLDONE 

PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 

VAX- 11  COBOL 

SUBROUTINE 

SLDONE 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(200Q)] 
MBX-SND -EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
LINK-STATUS -TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

CHKMSG  -  CHKMSG-  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


STLNKF  -  START  COMM  LINK  FAILED  PROCESSING. 

STLNKS  -  START  LINK  SUCCESSFUL  PROCESSING. 


CALLED  DIRECTLY  BY: 


MESGLA  -  PROCESS  A  LINK  ACTIVE  MESSAGE. 
MESGLF  -  HANDLE  A  LINK  FAILED  MESSAGE. 
MESGTE  -  PROCESS  TIMEOUT  EXPIRED  MESSAGES. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


SNACUP 

SEND  APC  STATUS  UPDATE  MESSAGES  TO  REMOTE 
HOSTS. 

VAX-11  COBOL 
SUBROUTINE 
SNACUP 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


UPDATE-APC-NAME  =  DSPLY  [XXX] 
UPDATE-APC-HOST  =  DSPLY  [X<3)] 
UPDATE-APC-STATUS  =  DSPLY  [X] 
MONITOR-COMMON-BLOCK  «  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
HOST-STATUS -TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
MBX-SND-EVENT-BLOCK  =  DSPLY  rX(2032)] 
RET-STATUS  =  DSPLY  [X (5) j 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
TBLHST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


APCSTS  -  APC  START  UP  SUCCESSFUL  PROCESSING. 

SCDONE  -  COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 
SDNAPC  -  SHUTDOWN  AN  APC  PER  OPERATOR  REOUEST. 
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USED  IN  MAIN  PROGRAM  (S)  : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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HTM/KONITOR  Module  Doeuaentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


ARGUMENTS: 


SNBCON 

SEND  TO  A  TERMINAL. 

VAX-1 i  COBOL 

SUBROUTINE 

SNDCON 

.COB 

VAX 

NTM 

MONITOR 

NTKKC-N 


CONSOLE— EVENT— BLOCK  =  RE  CRD 
SEWD-BUFFER  =  DSPLY  [X(82)l 
NUMBER-OF-CHARS  =  DSPLY  [9999] 
CARRIAGE-CONTROL  =  DSPLY  [X] 
R2T-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


ERRSTS  -  ERRSTS . INC  —  IISS  ERROR  CODES 

CONEVB  -  CONEVB.INC  —  CONSOLE  EVENT  BLOCK  DESCRIPTION 


ROUTINES  CALLED: 


SYS$QI0W 

HEXSTS  -  CONVERT  INTEGER  VAX  STATUS  TO  HEXIDECIMAL. 


CALLED  DIRECTLY  BY: 


ACSDSR 

APCSTF 

APCSTS 

BLDTBL 

DADONE 

DSPACT 

DSPERR 

DSTATS 

GTINST 

HOSDSR 

INITAE 
INTHTR 
LFSDSR 
IS  DONE 


-  HANDLES  APC  TERMINATING  MESSAGES  AT  SHUTDOWN. 

-  HANDLES  THE  FAIL  CONDITION  OF  AN  APC  UPON  IT'S 

START  UP. 

-  APC  START  UP  SUCCESSFUL  PROCESSING. 

-  POPULATE  THE  NTM  GLOBAL  TABLES. 

-  COMPLETE  DISPLAY  ACTIVE  AP'S  PROCESSING. 

-  SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN  APC. 

-  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 

CONSOLE. 

-  DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOP  CONSOLE. 

-  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

-  PROCESSES  HOST  TERMINATING  MESSAGES  DURING 

SHUTDOWN. 

-  INITIALIZE  ASYCHRONOUS  EVENTS. 

-  INITIALIZE  THE  MONITOR  WORKSTATION. 

-  HANDLE  LINK  FAILED  STATUS  RETURN  AT  SHUTDOWN. 

-  PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN  LINK 

COMMAND. 
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MESGAI 

MESGAH 

MESGCE 

HESGCR 

MESGCT 

MESGHT 

MESGLF 

HESGLO 

HESGLV 

KESGMQ 

MESGHT 

MESGNL 

MESGNP 

HESGOF 

MESGPE 

MESGRE 

MESGRU 

MESGSE 

MESGTE 

MESGUT 

MTRSYS 

PRCCON 

PRCMSG 

PRCTMR 

READCN 

SCDONE 

SDALCP 

SDALNC 

SDALRH 

SDCNCL 

SDLINK 

SDMNTR 

SDNAPC 

SDRHNC 

STCPLT 

STLINK 

STLNKF 

STLNKS 

STRTAC 

TELUSR 

TESDSR 

TMTLSD 

XDACMD 

XLGCMD 

XLSCMD 

XOPCMD 

XSCCMD 
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-  PROCESS  AP  INTERFACE  ERROR  MESSAGES - 

-  HANDLE  A  PARENT  AP  TERMINATED  BEFORE  IT'S  CHILD 

AP  MESSAGE. 

-  PROCESS  APC  SHUTDOWN  COMPLETE  MESSAGES. 

-  HANDLE  CHANGE  ROLE  MESSAGES. 

-  HANDLE  APC  TERMINATED  MESSAGES. 

-  HANDLE  HOST  TERMINATED  MESSAGES. 

-  HANDLE  A  LINK  FAILED  MESSAGE. 

-  HANDLE  LOGON  MESSAGES. 

-  HANDLE  APC  ALIVE  MESSAGE. 

-  HANDLE  A  MESSAGE  QUEUED  FOR  APC  MESSAGE. 

-  HANDLE  THE  MESSAGE  RECEIVED  AFTER  TIMEOUT 

EXPIRED  MESSAGE 

-  HANDLE  AN  AP  INITIALIZE  AT  SHUTDOWN  MESSAGE. 

-  PROCESS  AP  NOT  FOUND  MESSAGE  FROM  AN  APC. 

-  HANDLE  LOGOFF  MESSAGES. 

-  HANDLE  MPU  PROCESSING  ERROR  MESSAGE  FROM  AN  APC. 

-  HANDLE  A  RECOVERABLE  ERROR  MESSAGE  FROM  AN  MPU. 

-  HANDLE  RESOURCE  UNAVAILABLE  MESSAGES  FROM  AN 

MPU. 

-  DISPLAY  SIGERR  MESSAGES  /  **  OP  CONSOLE. 

-  PROCESS  TIMEOUT  EXPIRED  MESSAGES. 

-  HANDLE  UNSTABLE  TABLE  ERROR  MESSAGE  FROM  AN  APC. 

-  CONTINUALLY  MONITOR  THE  IISS  SYSTEM  WHILE  IT  IS 

ACTIVE. 

-  PROCESS  CONSOLE  INPUT. 

-  PROCESS  MESSAGE. 

-  HANDLE  A  TIMER  EVENT  DURING  NORMAL  SYSTEM 

PROCESSING. 

-  INITIALIZE  A  CONSOLE  READ. 

-  COMPLETE  SHUTDOWN  APC  COMMAND  PROCESSING. 

-  REQUEST  THE  SHUTDOWN  OF  ALL  COMPONENT  APC'S  ON 

THE  HOST. 

-  REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS  ON  THE 

SYSTEM. 

-  REQUEST  THE  SHUTDOWN  OF  ALL  REMOTE  HOSTS. 

-  CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

-  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

-  UPON  COMPLETION  SHUTDOWN  -  SHUTDOWN  THE  MONITOR 

APC. 

-  SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 

-  REQUEST  THE  SHUTDOWN  OF  ACTIVE  REMOTE  HOSTS  AND 

THIER  APC'S. 

-  COMPLETE  IISS  START-UP  PROCESSING. 

-  START  A  COm  LINK  PER  OPERATOR  COMMAND. 

-  START  COMM  LINK  FAILED  PROCESSING. 

-  START  LINK  SUCCESSFUL  PROCESSING. 

-  PROCEDURE  TO  START  AN  APC  PER  OPERTOR  COMMAND. 

-  NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 

TIME-TIL-SHUTDOWN  MINUTES 

-  HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 

SHUTDOWN  PROCESSING. 

-  PROCESS  THE  OPERATOR'S  TIME  UNTIL  SHUTDOWN 

RESPONSE » 

-  HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 

-  EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 

-  SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 

-  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 

-  SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 
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XSDCKD  -  EXECEhu  '  CH1FD0WN  1CSS  OPERATOR  COMMAND. 
XSLCMD  -  START  A  C.  MNK  PER  OPERATOR  COMMAND. 

XSTCMD  -  START  AN  APC  .  *3*  OPERATOR  COMMAND. 


USED  IN  HAIN  PROGRAM  (S)  : 


GTINST  -  PURPOSE  NOT  KNOWN  -  ACTIVE  CODE. 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 

RQSTLK  -  DURING  START  UP  REQUEST  INITIATION  OF  ALL  LOCAL 

COMM  LINKS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE; 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


SNHOAC 

SEND  A  'HOST  ACTIVE' 
APC'S  MPU. 

VAX-11  COBOL 
SUBROUTINE 
SNHOAC 
•  COB 

NTM 

MONITOR 

NTMMON 


MESSAGE  TO  A  LOCAL 


ARGUMENTS : 


ACTIVE -APC-NAME  =  DSPLY  [XXX] 
MONITOR-COMMON-BLOCK  =  RECRD 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


APCSTS  -  APC  START  UP  SUCCESSFUL  PROCESSING. 
STCPLT  -  COMPLETE  IISS  START-UP  PROCESSING. 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  SNHOAV 

PURPOSE:  SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE 

REMOTE  HOST'S  MONITOR 
LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  SNHOAV 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


ACTIVE-LINK-ID  =  DSPLY  [XX] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)J 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


STCPLT  -  COMPLETE  IISS  START-UP  PROCESSING. 
STLNKS  -  START  LINK  SUCCESSFUL  PROCESSING. 


USED  IN  MAIN  PROGRAM (S): 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/M0NIT0R  Module  Documentation 


NAME:  SNHOSD 

PURPOSE:  SEND  A  HOST  SHUTTING  DOWN  NOTIFICATION 

MESSAGE  TO  A  LOCAL  M 
LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  SNHOSD 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


ACTIVE -APC-NAME  =  DSPLY  [XXX] 
REMOTE-HOST  =  DSPLY  [X(3) ] 
MONITOR-COMMON-BLOCK  =  RECRD 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


LSDONE  -  PROCESS  THE  COMPLETION  OF  THE  SHUTDOWN  LINK 

COMMAND. 

MESGLF  -  HANDLE  A  LINK  FAILED  MESSAGE. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


STCPLT 

COMPLETE  IISS  START-UP  PROCESSING. 

VAX-11  COBOL 

SUBROUTINE 

STCPLT 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
M2X-RCV-EVENT-BLOCK  «  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


IPCARG  -  IPCARGS  -  INCLUDE  FILE 

CHKAPC  -  CHKSTS . INC  —  CHECK  STATUS 

CHKSTS  -  CHKSTS. INC  —  CHECK  STATUS 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE . 

TBLHST  -  HS'TLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

SNHOAV  -  SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE  REMOTE 

HOST'S  MONITOR  AP. 

SNHOAC  -  SEND  A  'HOST  ACTIVE'  MESSAGE  TO  A  LOCAL  APC'S 

MPU. 
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CALLED  DIRECTLY  BY: 

STRTUP  -  HANDLE  IISS  START  UP  PROCESSING. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 

DESCRIPTION: 


STLINK 

START  A  COMM  LINK 
VAX-11  COBOL 
SUBROUTINE 
STLINK  ■ 

.COB 

NTM 

MONITOR 

NTMMON 


PER  OPERATOR  COMMAND. 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  -  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  »  RECRD 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS 

IPCARG 

SNDARG 

MTRCMN 

TBLLST 

HSTLNK 

EVBLKS 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 
IPCARGS  -  INCLUDE  FILE 
SNDARG  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

XSLCMD  -  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONxTOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


STLNKF 

START  COMM  LINK  FAILED  PROCESSING. 

VAX-11  COBOL 

SUBROUTINE 

STLNKF 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


FAILED-LINK-ID  =  DSPLY  [XX] 

FAIL-CODE  =  DSPLY  [X(5) ] 
MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) } 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)J 
LINK-STATUS-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCATG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
TBLLST  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 


PRSLKR  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES  AT 

XXSS  START  UP. 

RQSTLK  -  DURING  START  UP  REQUEST  INITIATION  CF  ALL  LOCAL 

COMM  LINKS. 

SLDONE  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
STNTCM  -  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 

START  UP. 


USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 


3-194 


PS  620342100 
30  September  1990 


PROCESS . 

RQSTLK  -  DURING  START  UP  REQUEST  INITIATION  OF  ALL  LOCAL 

COMM  LINKS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


STINKS 

START  LINK  SUCCESSFUL  PROCESSING. 

VAX-11  COBOL 

SUBROUTINE 

STINKS 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


ACTIVE-LINK-ID  =  DSPLY  [XX] 
MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)j 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS -TABLE  =  RE CRD 
HOST-LINK-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

SNHOAV  -  SEND  A  HOST  AVAILABLE  MESSAGE  TO  THE  REMOTE 

HOST’S  MONITOR  AP. 


CALLED  DIRECTLY  BY: 


MESGLA  -  PROCESS  A  LINK  ACTIVE  MESSAGE. 

PRSLKR  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES  AT 

IISS  START  UP. 

SLDONE  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES. 
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USED  IN  MAIN  PROGRAM  (S)  : 


MOHITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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iflM/MONITCR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


STLOAC 

PROCEDURE  TO  START  ALL  LOCAL  APC*S  AT 
START  UP. 

VAX-11  COBOL 
SUBROUTINE 
STLOAC 
-COB 

NTM 

MONITOR 

NTMKON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR— COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2Q00)] 
MBX—RCV— EVENT— BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKAPC  -  CHKSTS . INC  --  CHECK  STATUS 

CHKSTS  -  CHKSTS. INC  —  CHECK  STATUS 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

INITAC  -  INITIATE  AN  APC. 

CALLED  DIRECTLY  BY: 

STRTUP  -  HANDLE  IISS  START  UP  PROCESSING. 
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NTM/MONITOR  Module  Documentation 


NAMES: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


STNTCM 

START  LOCAL  NETWORK  COMMUNICATIONS  AT 
IISS  START  UP. 

VAX-11  COBOL 
SUBROUTINE 
STNTCM 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS 

SNDARG 

MTRCMN 

EVBLKS 

TBLAPC 

TBLHST 

TBLLST 

TBLLOG 

HSTLNK 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 


SNDARG  -  INCLUDE  FILE 
****  PURPOSE  NOT  FOUND 
EVBLKS  -  INCLUDE  FILE 
THIS  IS  THE  APC  STATUS 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
MTRCMN  -  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
****  PURPOSE  NOT  FOUND 


BY  STRIPPER  **** 
TABLE....  A  HOST  GLOBAL 

BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 

STLNKF  -  START  COMM  LINK  FAILED  PROCESSING. 
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STRTUP  -  HANDLE  IISS  START  UP  PROCESSING. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


STRTAC 

PROCEDURE  TO  START  AN  APC  PER  OPERTOR 
COMMAND. 

VAX-11  COBOL 
SUBROUTINE 
STRTAC 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 
SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


INITAC  -  INITIATE  AN  APC. 

SNDCON  -  SEND  TO  A  TERMINAL. 

RCVMSG 
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CALLED  DIRECTLY  BY: 

XSTCMD  -  START  AN  APC  PER  OPERATOR  COMMAND. 

USED  IN  MAIN  PROGRAM (S ) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME:  STRTUP 

PURPOSE:  HANDLE  IISS  START  UP  PROCESSING. 

LANGUAGE:  VAX- 11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  STRTUP 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X (2000) ] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


STLOAC  -  PROCEDURE  TO  START  ALL  LOCAL  APC'S  AT  START  UP. 

STNTCM  -  START  LOCAL  NETWORK  COMMUNICATIONS  AT  IISS 

START  UP. 

STCPLT  -  COMPLETE  IISS  START-UP  PROCESSING. 

DSPERR  -  DISPLAY  AN  ERROR  MESSAGE  TO  THE  OPERATOR 

CONSOLE. 
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INITAC  —  INITIATE  AN  APC . 

LKTOCN  -  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL  NODE 

(VAX)  IN  THE  IISS. 


CALLED  DIRECTLY  BY: 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


TELUSR 

NOTIFY  USERS  THAT  SHUTDOWN  BEGINS  IN 

TIME-TIL-SHUTDOWN  MINU 

VAX- 11  COBOL 

SUBROUTINE 

TELUSR 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X (2032) ] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON 

SENDMG 

SETTIM 


SEND  TO  A  TERMINAL. 

FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 
COMPONENT. 


CALLED  DIRECTLY  BY: 

SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
USED  IN  MAIN  PROGRAM (S ) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


TESDSR 

HANDLE  A  TIMEOUT  EXPIRED  MESSAGE  DURING 

SHUTDOWN  PROCESSING 

VAX-11  COBOL 

SUBROUTINE 

TESDSR 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  -  DSPLY  [X(2000) ] 
MBX-SND-EVENT-BLOCK  »  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
HOST-STATUS-TABLE  *  RECRD 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS 

CHKMSG 

IPCARG 

MTRCMN 

TBLAPC 

TBLHST 

TBLLST 

HSTLNK 

EVBLKS 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 

CHKMSG-  INCLUDE  FILE 

IPCARGS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 
TABLE. 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

HOSDSR  -  PROCESSES  HOST  TERMINATING  MESSAGES  DURING 

SHUTDOWN. 

ACSDSR  -  HANDLES  APC  TERMINATING  MESSAGES  AT  SHUTDOWN. 

LFSDSR  -  HANDLE  LINK  FAILED  STATUS  RETURN  AT  SHUTDOWN. 


CALLED  DIRECTLY  BY: 

SDSTAT  -  PROCESSES  ALL  SHUTDOWN  STATUS  RETURNS. 
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USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


TMTLSD 

PROCESS  THE  OPERATOR'S  TIME  UNTIL 
SHUTDOWN  RESPONSE. 

VAX-11  COBOL 
SUBROUTINE 
TMTLSD 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 

CALLED  DIRECTLY  BY: 

XSDCMD  -  EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 
USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM /MONITOR  Module  Docussentation 


NAME:  TRNTCM 

PURPOSE:  SHUT  DOWN  LOCAL  NETWORK  COMMUNICATIONS. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  TRNTCH 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTH 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CON ^OLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SENDMG  -  FORMAT  AND  SEND  A  MESSAGE  TO  ANOTHER  IISS 

COMPONENT. 


CALLED  DIRECTLY  BY: 


SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 
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USED  IN  MAIN  PROGRAM (S)  : 


KONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM /MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE; 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


WTHOAV 

PROCESS  A  HOST  AVAILABLE  MESSAGE  FROM  THE 
CENTRAL  NODE. 

VAX-11  COBOL 
SUBROUTINE 
WTHOAV 
-COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV— EVENT— BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
SNDARG  -  SNDARG  -  INCLUDE  FILE 
CHKMSG  -  CHKMSG-  INCLUDE  FILE 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  •  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


RCVMSG 

SETTIM 

WAIT02 

CNLTIM 

MESGHA  -  PROCESS  HOST  AVAILABLE  MESSAGE  RECEIVED  FROM 


3-212 


PS  620342100 
30  September  1990 


REMOTE  MONITOR  AP 
PRCMSG  -  PROCESS  MESSAGE. 

GETMSG 


CALLED  DIRECTLY  BY: 


LKTOCN  -  ESTABLISH  THE  COMM  LINK  TO  THE  CENTRAL  NODE 

(VAX)  IN  THE  IISS. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 


3-213 


PS  620342100 
30  September  1990 


NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


WTMESG 

GET  A  MESSAGE  FROM  THE  INPUT  MAILBOX. 

VAX-11  COBOL 

SUBROUTINE 

WTMESG 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKMSG 

IPCARG 

CHKSTS 

MTRCMN 

EVBLKS 

MTRMBF 


CHKMSG-  INCLUDE  FILE 

IPCARGS  -  INCLUDE  FILE 

CHKSTS. INC  —  CHECK  STATUS 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


RCVMSG 

WAIT01 

GETMSG 

GETDST  -  DETERMINE  DEST  OF  THE  ORIG  MSG  WHOSE  RESPONSE 

HAS  TIMED  OUT. 


CALLED  DIRECTLY  BY: 

PRSLKR  -  PROCESS  START  LINK  STATUS  RETURN  MESSAGES  AT 

IISS  START  UP. 

USED  IN  MAIN  PROGRAM (S ) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  XDACMD 

PURPOSE:  HANDLE  THE  DISPLAY  ACTIVE  AP'S  COMMAND. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  XDACMD 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

DSPACT  -  SEND  A  DISPLAY  ACTIVE  AP'S  MESSAGE  TO  AN  APC. 


CALLED  DIRECTLY  BY: 


XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


XLGCMD 

EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 

VAX-11  COBOL 

SUBROUTINE 

XLGCMD 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
LOG-SELECT-STR  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
LOGSEL  -  STRUCTURE  FOR  SELECTIVE  LOGGING  INFORMATION.. 

KEPT  IN  GLOBAL. 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 

SNDCON  -  SEND  TO  A  TERMINAL. 

CALLED  DIRECTLY  BY: 

XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 
USED  IN  MAIN  PROGRAM'S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME:  XLSCMD 

PURPOSE:  SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 

LANGUAGE:  VAX-11  COBOL 

MODULE  TYPE:  SUBROUTINE 

SOURCE  FILE:  XLSCMD 

SOURCE  FILE  TYPE:  .COB 

HOST: 

SUBSYSTEM:  NTM 

SUBDIRECTORY:  MONITOR 

DOCUMENTATION  GROUP:  NTMMON 

DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

SDLINK  -  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 


CALLED  DIRECTLY  BY: 


XOPCMD  -  EXECUTE  tHe  Cu'kkeNt  OR  NEW  OFERATOR  COMMAND. 


USED  IN  MAIN  PROGRAM (S) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


XOPCMD 

EXECUTE  THE  CURRENT  OR  NEW  OPERATOR 
COMMAND. 

VAX-11  COBOL 
SUBROUTINE 
XOPCMD 
.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RE CRD 
LOG-SELECT-STR  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032)] 
KBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80)] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  =  RECRD 
LINK-STATUS-TABLE  =  RECRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS 

IPCARG 

MONLOG 

MTRCMN 

LOGSEL 

EVBLKS 

TBLAPC 

TBLHST 

TBLLST 

TBLLOG 

HSTLNK 

MTRMBF 


CHKSTS. INC  —  CHECK  STATUS 
IPCARGS  -  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 
STRUCTURE  FOR  SELECTIVE  LOGGING  INFORMATION.. 

KEPT  IN  GLOBAL. 

EVBLKS  -  INCLUDE  FILE 

THIS  IS  THE  APC  STATUS  TABLE ....  A  HOST  GLOBAL 
TABLE . 

HSTLNK-  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 
MTRCMN  -  INCLUDE  FILE 
HSTLNK-  INCLUDE  FILE 

****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


XSDCMD  -  EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 

SDCNCL  -  CANCEL  SHUTDOWN  PER  OPERATOR  COMMAND. 

DSTATS  -  DISPLAY  THE  IISS  STATUS  TO  THE  OPERATOR  CONSOLE. 
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XDACMD 

XSCCMD 

XSTCMD 

XLGCMD 

SNDMSG 

RELEVB 

XSLCMD 

XLSCMD 

SNDCON 


HANDLE  THE  DISPLAY  ACTIVE  AP»S  COMMAND. 
SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND-. 
START  AN  APC  PER  OPERATOR  COMMAND. 
EXECUTE  A  LOG  SELECT  OPERATOR  COMMAND. 


START  A  COMM  LINK  PER  OPERATOR  COMMAND. 
SHUTDOWN  A  COMM  LINK  PER  OPERATOR  COMMAND. 
SEND  TO  A  TERMINAL. 


CALLED  DIRECTLY  BY: 

PRCCON  -  PROCESS  CONSOLE  INPUT. 

USED  IN  MAIN  PROGRAM (S) : 

MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


XSCCMD 

SHUTDOWN  AN  APC  PER  OPERATOR  COMMAND. 

VAX-11  COBOL 

SUBROUTINE 

XSCCMD 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X (2000) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [i: (2032 )  ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS -TABLE  «  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X (5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE . 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

SDNAPC  -  SHUTDOWN  AN  APC  PER  OPERATOR  REQUEST. 


CALLED  DIRECTLY  BY: 


XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 


3-220 


PS  620342100 
30  September  1990 


NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: ' 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


XSDCMD 

EXECUTE  A  SHUTDOWN  IISS  OPERATOR  COMMAND. 

VAX- 11  COBOL 

SUBROUTINE 

XSDCMD 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS : 


MONITOR-COMMON-BLOCK  =  RECRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032)] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032)] 
TIMER-EVENT-BLOCK  =  DSPLY  [X(80) ] 
AP-CLUSTER-STATUS-TABLE  =  RECRD 
HOST-STATUS-TABLE  -  RECRD 
LINK-STATUS-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _ A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

TMTLSD  -  PROCESS  THE  OPERATOR'S  TIME  UNTIL  SHUTDOWN 

RESPONSE. 

SHTDWN  -  MAIN  PROCEDURE  FOR  SHUTDOWN  PROCESSING. 


CALLED  DIRECTLY  BY: 

XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 
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USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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NTM/MONITOR  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


XSLCMD 

START  A  COMM  LINK  PER  OPERATOR  COMMAND. 

VAX-11  COBOL 

SUBROUTINE 

XSLCMD 

.COB 

NTM 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
LINK-STATUS -TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5) ] 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 

IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

STLINK  -  START  A  COMM  LINK  PER  OPERATOR  COMMAND. 


CALLED  DIRECTLY  BY: 


XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 


USED  IN  MAIN  PROGRAM (S ) : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS . 
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NTM/K0NIT0R  Module  Documentation 


NAME: 

PURPOSE: 

LANGUAGE: 

MODULE  TYPE: 

SOURCE  FILE: 

SOURCE  FILE  TYPE: 
HOST: 

SUBSYSTEM: 
SUBDIRECTORY: 
DOCUMENTATION  GROUP: 


XSTCMD 

START  AM  APC  PEL  OPERATOR  COMMAND. 

VAX-22  COBOL 

SUBROUTINE 

XSTCMD 

.COB 

NTH 

MONITOR 

NTMMON 


DESCRIPTION: 


ARGUMENTS: 


MONITOR-COMMON-BLOCK  =  RE CRD 
MESSAGE-BUFFER  =  DSPLY  [X(2000)] 
MBX-RCV- EVENT-BLOCK  =  DSPLY  [X(2032)] 
MBX-SND-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
CONSOLE-EVENT-BLOCK  =  DSPLY  [X(2032) ] 
TIMER-EVENT-BLOCK  =  DSPLY  [X{80) ] 
AP-CLUSTER-STATUS-TABLE  =  RE CRD 
HOST-STATUS-TABLE  =  RE CRD 
LINK-STATUS-TABLE  =  RE CRD 
LOGON-TABLE  =  RECRD 
HOST-LINK-TABLE  =  RECRD 
RET-STATUS  =  DSPLY  [X(5)j 


INCLUDE  FILES: 


CHKSTS  -  CHKSTS . INC  —  CHECK  STATUS 
IPCARG  -  IPCARGS  -  INCLUDE  FILE 

MTRCMN  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 

EVBLKS  -  EVBLKS  -  INCLUDE  FILE 

TBLAPC  -  THIS  IS  THE  APC  STATUS  TABLE _  A  HOST  GLOBAL 

TABLE. 

TBLHST  -  HSTLNK-  INCLUDE  FILE 

TBLLST  -  HSTLNK-  INCLUDE  FILE 

TBLLOG  -  MTRCMN  -  INCLUDE  FILE 

HSTLNK  -  HSTLNK-  INCLUDE  FILE 

MTRMBF  -  ****  PURPOSE  NOT  FOUND  BY  STRIPPER  **** 


ROUTINES  CALLED: 


SNDCON  -  SEND  TO  A  TERMINAL. 

STRTAC  -  PROCEDURE  TO  START  AN  APC  PER  OPERTOR  COMMAND. 


CALLED  DIRECTLY  BY: 

XOPCMD  -  EXECUTE  THE  CURRENT  OR  NEW  OPERATOR  COMMAND. 
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USED  IN  MAIN  PROGRAM (S)  : 


MONITR  -  MAIN  PROCEDURE  OF  THE  MONITOR  APPLICATION 

PROCESS. 
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3.10.9  Include  File  Descriptions 

The  following  list  contains  a  purpose  and  description  of 
each  include  file  listed  in  3.10.4  as  specified  in  the  source 
code.  The  language  it  is  written  in  is  also  given. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  CHKAPC 

PURPOSE:  CHKSTS . INC  —  CHECK  STATUS 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  CHKMSG 

PURPOSE:  CHKMSG-  INCLUDE  FILE 

LANGUAGE:  VAX- 11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  AP  NAME 

MODIFIED  08  AUG  84  INITALIZE  ALL  LOCAL  VARAIBLES  TO 
SPACES  OR  0,  EXCEPT  FOR  RSTAT  WHICH  IS 
INITALIZED 
TO  "00000". 


DESCRIPTION  :-  INCLUDE  FILE  CONTAINING  THE  DATA  STRUCTURE 
FOR  THE  MESSAGE  HEADER  AND  VALID  MESSAGE 
TYPES . 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  CHKSTS 

PURPOSE:  CHKSTS. INC  --  CF  ECK  STATUS 

LANGUAGE:  VAX- 11  COBOL 

DESCRIPTION: 


3-229 


PS  620342100 
30  September  1990 


NTM/MONITOR  Include  File  Description 


FILE  NAME:  CONEVB 

PURPOSE:  CONEVB. INC  —  CONSOLE  EVENT  BLOCK  DESCRIPTION 

LANGUAGE:  VAX-11  COBOL 

* 

DESCRIPTION: 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  DSTNAM 
PURPOSE:  WRITTEN  1/28/84 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  08  AUG  84  INITALIZE  ALL  LOCAL  VARAIBLES  TO 
SPACES  OR  0,  EXCEPT  FOR  RSTAT  WHICH  IS 
INITALIZED 
TO  ,'0C000M. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  ERRPRO 

PURPOSE:  PROCESS  ERROR  INCLUDE  FILE 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  ERRSTS 

PURPOSE:  ERRSTS. INC  —  IISS  ERROR  CODES 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


THIS  FILE  CONTAINS  ALL  IISS  ERROR  CODES  DEFINED  IN  * 
COBOL  FORMAT  * 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  EVBLKS 

PURPOSE:  EVBLKS  -  INCLUDE  FILE 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  AP  NAME 

MODIFIED  6/26/84  TO  EXPAND  TIMER-EVENT-BLOCK, 8  TO  80  CHARS. 

MODIFIED  23  AUG  84  INITALIZE  ALL  VARAIBLES  TO 
SPACES  OR  0. 


DESCRIPTION  :-  INCLUDE  FILE  CONTAINING  THE  IPC  EVENT  BLOCKS 
USED  THROUGH  OUT  MONITOR  AP 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  FILERR 

PURPOSE:  THE  NTM  QUEUE  ERROR  FILE. 

LANGUAGE:  VAX- 11  COBOL 

DESCRIPTION: 


CREATED  1/11/84 
MODIFIED  5/31/85  CLEAN-UP. 
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NTM/MONITOR  Include  File  Description 


FILE  NAMES  FMTHDR 

PURPOSE:  FMTHDR  -  INCLUDE  FILE 

LANGUAGE:  VAX- 11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  AP  NAME 


DESCRIPTION  INCLUDE  FILE  CONTAINING  THE  DATA  STRUCTURE 
FOR  THE  HEADER  FORMAT  USED  BY  MONITOR  AP. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  HSTGLD 

PURPOSE:  THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 

TABLE. 

LANGUAGE:  VAX-11  COBOL 
DESCRIPTION: 


MODIFIED  8/23/84  INITALIZE  ALL  VARAIBLES  TO  SPACES  OR  0. 
MODIFIED  5/25/85  CLEAN-UP. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME  *  HSTGI*E 

PURPOSE:  *  INITIATION  CODE  FOR  HOST  GLOBAL  SECTIONS 
LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  22  MAR  84  TO  INCLUDE  INITIATION  OF  CATEGORY 
DEFINITIONS. 
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KTM/KONITOR  Include  File  Description 


FILE  NAME:  HSTINX 

PURPOSE:  HSTLNK-  INCLUDE  FILE 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  A?  NAME 

MODIFIED  23  AUG  84  INITALIZE  ALL  VARAIBLES  TO 
SPACES  OR  0- 


LESCRIPTION  INCLUDE  FILE  CONTAINING  THE  DATA  STRUCTURE 
OF  THE  HOST-LINK  TABLE  USED  BY  MONITR 
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NTM/KONITOR  Include  File  Description 


FILE  NAME:  IPCARG 

PURPOSE:  IPCARGS  -  INCLUDE  FILE 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  AP  NAME  * 

MODIFIED  8/03/84  FOR  IBM  VERSION  * 


3-240 


PS  620342100 
30  September  1990 


NTH/MONITOR  Include  File  Description 


FILE  NAME:  LOGDAT 
PURPOSE: 

LANGUAGE:  VAX-11  COBOL 
DESCRIPTION: 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  LOGNAM 
PURPOSE • 

LANGUAGE:  VAX- 11  COBOL 
DESCRIPTION: 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  LOGSEL 

PURPOSE:  STRUCTURE  FOR  SELECTIVE  LOGGING  INFORMATION..  KEPT 

IN  GLOBAL. 

LANGUAGE:  VAX- 11  COBOL 
DESCRIPTION: 


MAINTAINED  BY  MONITOR,  AND  ACCESSED  BY  THE  MPUS. 

MODIFIED  3/22/84  TO  ADD  DEFINTION  OF  CATEGORY  VALUES 

DEFINE-CAT. 

MODIFIED  8/23/84  INITALIZE  ALL  VARAIBLES  TO  SPACES  OR  0. 
MODIFIED  5/29/85  CLEAN-UP. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  MONLOG 
PURPOSE: 

LANGUAGE:  VAX-11  COBOL 
DESCRIPTION: 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  RETSTR 

PURPOSE:  THE  APIS  COMMON  LOCAL  DATA  FOR  ERROR-RETURNS. 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED 

MODIFIED 


8/20/84  INITALIZE  ALL  LOCAL  VARAIBLES  TO  SPACES 
OR  0 

5/24/85  CLEAN-UP. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  SNDARG 

PURPOSE:  SNDARG  -  INCLUDE  FILE 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  AP  NAME  * 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  SYSERR 

PURPOSE:  SYSTEM  ERROR  CODE  DEFINITIONS. 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  1/09/84  TO  INCLUDE  ERRORS  DEFINED  IN  RELEASE  1.1 

CHANGED  TO  DELETE  ALPHA  CHARS. 

MODIFIED  2/07/84  TO  ADD  ERROR  CODES  FOR  ENTRY  NOT-FOUND 

LOGIC 

MODIFIED  4/23/85  ADDED  INSTANCE-UNAVAIL. 

MODIFIED  5/25/85  CLEAN-UP. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  TBLAPC 

PURPOSE:  THIS  IS  THE  APC  STATUS  TABLE....  A  HOST  GLOBAL 

TABLE. 

LANGUAGE:  VAX-11  COBOL 
DESCRIPTION: 


MODIFIED  8/23/84  INITALIZE  ALL  VARAIBLES  TO  SPACES  OR  0. 
MODIFIED  5/25/85  CLEAN-UP. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  TBLDIR 

PURPOSE:  THE  DIRECTORY  TABLE  IS  A  HOST  GLOBAL  TABLE. 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


WRITTEN 

MODIFIED 

MODIFIED 

MODIFIED 


1/31/84  TO  HANDLE  THE  DIRECTORY  PREFIX. 

8/23/84  INITALIZE  ALL  VARAIBLES  TO  SPACES  OR  0. 
3/01/85  INCLUDE  DEVICE  TYPE  IN  TABLE;  REARRANGE 
POSITION  OF  LENGTH. 

5/25/85  CLEAN-UP. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  TBLGD 

PURPOSE:  THE  GUARANTEED  DELIVERY  TABLE  IN  AN  APC  GLOBAL 

TABLE • 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  AP  NAME. 

MODIFIED  REL  1.2  FOR  SERIAL  NO  STRUCTURE. 

MODIFIED  8/23/84  INITALIZE  ALL  VARAIBLES  TO  SPACES  OR  0. 
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NTM/MONITOR  Include  File  Description 


FILE  NAME:  TBLHST 

PURPOSE:  HSTLNK-  INCLUDE  FILE 

LANGUAGE:  VAX- 11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  AP  NAME 
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NTM/M0NIT0R  Include  File  Description 


FILE  NAME:  TBLLOG 

PURPOSE:  MTRCMN  -  INCLUDE  FILE 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  1/28/84  FOR  EXPANDED  APNAME  AND  HARD-CODED  * 
NTM-INSTANCE  ("00")  * 

MODIFIED  23  AUG  34  INITALIZE  ALL  VARAIBLES  TO 
SPACES  OR  0. 


DESCRIPTION  :-  MTRCOMN  IS  AN  INCLUDE  FILE  WHICH  CONTAINS 

THE  MONITOR-COMMON-BLOCK  WHICH  IS  PASSED 
FROM  MODULE  TO  MODULE  WITHIN  MONITR 
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NTM/HONITOR  Include  File  Description 


FILE  NAME:  TBLLST 

PURPOSE:  HSTLIIK-  INCLUDE  FILE 

LANGUAGE:  VAX-11  COBOL 

DESCRIPTION: 


MODIFIED  1/30/84  FOR  EXPANDED  AP  NAME 

MODIFIED  23  AUG  84  INITALIZE  ALL  VARAIBLES  TO 
SPACES  OR  0. 


DESCRIPTION  INCLUDE  FILE  CONTAINING  THE  DATA  STRUCTURE 
OF  THE  HOST-LINK  TABLE  USED  BY  MONITR 


3-253 


PS  620342100 
30  September  1990 


3.10.10  Hierarchy  Chart 

The  following  hierarchy  charts  show  tva  relationships 
between  all  of  the  modules  mentioned  in  the  above  documentation. 
A  module  may  call  a  subroutine  several  times  within  its  code, 
but  the  call  will  only  be  shown  once  as  a  single  relationship  on 
this  hierarchy  chart.  All  modules  shown  at  the  top  of  the  first 
page  are  considered  Main  Programs  as  described  in  section  3.10.1 
above. 

There  is  an  internal  paging  scheme  as  marked  by  the  numbers 
in  the  upper  right  comer  of  each  page.  An  index  after  the  last 
page  of  the  chart  shows  where  a  routine  and  its  calls  are  first 
defined.  If  a  routine  has  no  page  reference,  it  either  makes  no 
calls  or  is  an  external  routine.  A  continuation  box  on  the  end 
of  a  tree  limb  shows  where  that  the  tree  continues  on  the  page 
number  mentioned.  A  number  in  a  box  with  a  routine  name  points 
to  the  page  where  the  routine  is  further  defined  within  the 
hierarchy  tree.  If  there  is  no  number  in  a  box,  the  routine 
either  makes  no  calls  or  is  an  external  routine. 
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3LDTBL . .  .  .9 

CATUfl 

CGSHST . 4 

CHLCGN . 16 

CMLTTM 

CRTMBX 

CRTPRC 

DADQNE . 29 

DELHBX 

DIRINI 

DSPACT . 43 

DSPERR . 7 

DSTATS . 35 

EHDRON 

ERRPRO 

FREVTF 

GETCHL 


GETCON . 2 

GETDST 

GETMSG 

GETTRM . 4 

GTINST . 2 

HEXSTS 

HOSDSR . 33 

HSTINI 

INICON . 5 

INITAC . 13 

INITAE . 8 

INTMTR . 6 

ITMADR 

LFSDSR . 33 

LIB$GET_EF 

LKTOCN . 14 

LOGINI 

LOGTBL . 46 

LOGTSK . 3 

LSDONE . 37 

LSTINI 

MBXLOG 

MESGAA . 29 

MESGAI . 51 

MESGAM . 51 


MESGCE . 24 

HESGCR . 39 

HESGCT . 15 

MESGHA 

MESGHT . 25 

MESGLA . 36 

HESGLF . 37 

MESGLO . 46 

MESGLV . 15 

HESGKQ . 51 

MESGMT . 49 

HESGNL . 51 

MESGNP . 49 

MESGOF . 47 

HESGPE-  .  .  . . 49 

MESGRE . 52 

MESGRU . 52 

MESGSE . 15 

MESGSH . 15 

MESGTE . 38 

HESGUA 

MESGUH 

HESGUT . 49 

MESGXU . 48 

MONITR . 4 

MTRSYS . 15 

PRCCON . 35 

PRCMSG . 15 

PRCSSR . 19 

PRCTMR . 27 

PRCTSR . 10 

PRSLKR . 21 

RCVCON . 2 

RCVMSG 

READCN . 2 

RELEVB 

RQACSD . 31 

RQRHSD . 32 

RQSTLK . 1 

SCDONE . 24 

SDALCP . 34 

SDALNC . 31 

SDALRH . 32 

SDCNCL . 42 

SDLINK . 50 

SDMNTR . 16 

SDNAPC . 44 


SDRHHC . 32 

SDSTAT . 33 

SENE«G . 11 

SETTIM 

SHTDSN. . 27 

SLDONE . 36 

SHACOP . 20 

SNDCON . 2 

SNDMSG 

SNHOAC . 20 

SNHOAV . 12 

SNHOSD . 37 

STCPLT . 12 

STUNK . 50 

STI2IKF . 7 

STIUKS . 21 

STLOAC . 7 

STNTCH . 7 

STRTAC . 45 

STRTUP . 7 


SYS$ASSIGN 

SYS$CANCEL 

SYS$CRMPSC 

SYS$QIO 

SYS$QIOW 

SYS$TRNIOG 


TEEUSR . 30 

TESDSR . 40 

TMTLSD . 41 

TRNTCM . 27 

WAIT01 

WAIT02 

WAIT03 

WTHOAV . 14 

WTMESG . 21 

XDACMD . 43 

XLGCMD . 45 

XLSCMD . 50 

XOPCMD . 35 

XSCCMD . 44 

XSDCMD . 41 

XSLCMD . 50 

XSTCMD . 45 
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3.11  Program  Listings  Consents 

This  information  is  contained  in  the  Module  Descriptions  in 
section  3.10. 
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SECTION  4 

QUALITY  ASSURANCE  PROVISIONS 


4.1  Introduction  and  Definitions 

"Testing"  is  a  systematic  process  that  may  be  preplanned 
and  explicitly  stated.  Test  techniques  and  procedures  may  be 
defined  in  advance  and  a  sequence  of  test  steps  may  be 
specified.  "Debugging"  is  the  process  of  isolation  and 
correction  of  the  cause  of  an  error. 

"Antibugging"  is  defined  as  the  philosophy  of  writing 
programs  in  such  a  way  as  to  make  bugs  less  likely  to  occur  and 
when  they  do  occur,  to  make  them  more  noticeable  to  the 
programmer  and  the  user.  In  other  words,  as  much  error 
checking  as  is  practical  and  possible  in  each  routine  should  be 
performed. 

4.2  Computer  Programming  Test  and  Evaluation 

The  quality  assurance  provisions  for  test  consists  of  the 
normal  testing  techniques  that  are  accomplished  during  the 
construction  process.  They  consist  of  design  and  code 
walk-throughs,  unit  testing,  and  integration  testing.  These 
tests  are  performed  by  the  design  team.  Structured  design, 
design  walk-through  and  the  incorporation  of  "antibugging" 
facilitate  this  testing  by  exposing  and  addressing  problem 
areas  before  they  become  coded  "bugs". 
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